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Of ever-increasing importance to the efficient oper- 
ation of a modern hospital is the equipment essential 
in administering high-quality care and other functions 
for which the facility has been established. Thus, the 
Division of Hospital and Medical Facilities, since its 
inception in August 1946, has periodically published 
equipment lists which may be used as guides by those 
who determine equipment needs for hospitals of 
various sizes. 

As in the 16 previous editions, planners are urged 
to use this list only as a guide. Prime consideration 
should be given the individual needs of the specific 
facility for which plans are being made with special 
attention directed at patient, administrative, training, 
and other services. Modifications should be made, 
therefore, wherever indicated. 

Incorporated in all aspects of health facility plan- 
ning are judgmental decisions based on coordinated 
areawide planning aimed at avoiding unjustifiable 
duplication of costly equipment and insuring optimum 
use of facilities. This longstanding concept of the 
Division is receiving further impetus with the recent 
enactment of Public Law 89-749, "Comprehensive 
Health Planning and Public Health Service Amend- 
ments of 1966." 

In addition to this guide, other overall equipment 
brochures developed! by the Division, available upon 
request, are "Hospital Equipment Checklist," PHS 
Publication No. 930-D-2 (revised 1963) and "Pro- 
graming and Equipping Hospital Departments," 
PHS Publication No. 930-D-H, 1963, To assist 
planners more specifically in matching equipment to 
function, this Division also has available departmental 
guides for the hospital central medical and surgical 
supply services, laundry, laboratory, labor-delivery 
unit, nursery, and dietary services. 

The Division is now intensifying its activities in 
providing data, training, and consultation so that 
health facilities throughout the nation can be further 
aided in determining their equipment needs, 
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Sections on PLANNING AND PREPARATION OF 
EQUIPMENT LISTS for the General Hospital and the 
"Nursing Home. There are several important changes in 
terminology and definitions which should be noted. 




Hospital equipment planning is 
the development of a method to 
assure the availability of equipment 
to provide adequate medical care 
to the patient. This requires that the 
person assigned this responsibility 
knows and understands the hos- 
pital's program of services. For ex- 
ample, is an extensive outpatient 
service contemplated ? Is dental 
service to be offered? What medical 
personnel is -available for such spe- 
cialties as orthopedics? What kinds 
of and about how many surgi- 
cal operations will be performed? 
What are the doctor's preferences in 



surgical equipment? How extensive 
will the x-ray work be? Will there 
be a pathologist? The answers to 
these questions and many others 
will delineate the hospital's program 
of services and determine the type 
and quality of equipment required. 
An itemized equipment list for each 
proposed hospital service is then 
prepared, Final consideration in the 
equipment planning is given to the 
procedures for the purchase, deliv- 
ery and placement of the equipment 
selected. 

The job of planning the equip- 
ment for a general hospital 



is an arduous and painstaking one 
and can be carried on most success- 
fully by the individual who will ul- 
timately administer the hospital. 
Farsighted communities will employ 
the administrator in the early stages 
of hospital planning. 

The details, problems and duties 
confronting the planning committee 
of a proposed hospital facility re- 
solve themselves Into three cardinal 
classifications: the building, the 
personnel and the equipment. It 
is important to give close 
attention to the building plan and 
to good orientation since proper 



functional arrangement of the serv- 
ices within this building will con- 
tribute much to efficient operation 
and better patient care. It is hardly 
necessary to mention the impor- 
tance of procuring well trained 
personnel. But along with a well 
planned building and adequate 
personnel, modern medical care de- 
mands proper diagnostic and thera- 
peutic equipment, 

Even before the hospital is a 
physical entity, while it is still in 
the planning stage, an organization 
must be established for selecting 
and purchasing the hospital's equip- 
ment, A single individual should be 
made fully responsible for coordi- 
nating the job. Most hospital ad- 
ministrators will have the job of 
planning the equipment for a 
hospital but once in a lifetime, and 
since it has been a "once only" job 
no simplified approach has been de- 
veloped heretofore. The Division of 
Hospital and Medical FacUItles of 
the Public Health Seivice, since 
August 1946, has been in an excel- 
lent position to profit from the 
experiences of not one but several 
thousand general hospital projects 
which have been constructed and 
equipped under the Hospital and 
Medical Facilities Survey and Con- 
struction (Hill-Burton) Program. 
These combined experiences pointed 
the way to a businesslike approach 
to the equipment planning and pur- 
chasing problems 

Equipment Planner's Responsibilities 

The administrator, purchasing 
agent, consultant or other individual 
assigned the responsibility for plan- 
ning the equipment must make sure 
that it is adequate in quantity and 
of a quality that assures durability 
and performance Sterilizers, refrig- 
erators and like itpms should be of 
a size and type to fit the hospital's 
particular needs. The equipment 
should be properly apportioned and 
budgeted to l|ie various services of 
the facility so that unduly expen- 
sive or elaborate equipment is not 
provided for some services of the 
hospital, necessitating the use of 
cheap and inadequate equipment 
for other services. 

It is essential that the equipment 
budget be based on accurate cost 
estimates of Individual items of 
equipment. All loo often in the past, 
equipment costs have been a stum- 
bling block in the establishment of 
* hospital. Costs should not be 

itimated on a rule-of-thumb basils, 

r example, 10 percent of con- 



FORM I ROOM LEGEND SHEET 



Room 
Number 



Room Title 



Service or Unit 



Cost 



I 

2 
3 
4 
5 
6 
7 
8 
9 
(0 

n 



Lobby .. Administrative 

Administrator's Office Administrative 

Business Offic ., Administrative 

Clothes Closet Administrative 

Nurses Station Nursing 

Linen Closet Nursing 

Janitors Closet Delivery 

Clean-Up Room Delivery 

Labor Room Delivery 

Delivery Room Delivery 

Delivery Corridor Delivery 



Services - - 
Services 
Services 
Services 
Units 

Units - - . 

and Labor Rooms 
Labor Rooms 
Labor Rooms 
Labor Rooms 
Labor Rooms 



and 
and 
and 
and 



Continue listing in this manner until every room, alcove, corridor, etc., 
m the hospital has been accounted for At the end of the Room 
Legend SneeV, Minor fequ'ipment cosh will appear as follows: 

Minor Equipment 
Administrative Services 
Dietary - . 

Pharmacy 
Etc 



struction costs, since equipment 
needs for various hospitals vary 
greatly depending upon the type 
and extent of services offered, or 
the quality of equipment selected 
for the institution. 

Begin the equipment planning 
early. Final selection, delivery and 
placement of equipment takes time. 
It is evidence of good planning to 
have the equipment ready to move 
in as soon as the building is com- 
pleted. 

Steps in Preparation of Lists 
The following method for equip- 
ping hospitals has been used suc~ 
cessfully by many hospital planners 
and may be of help to other group" 
contemplating a new facility or ad- 
ditions to one already In existence 
The steps briefly summarized are 
as follows: 

J. Assignment of room numbers 

2. Pieparation of Room Legend 
Sheet. 

3. Fixed equipment check, 

4. Listing Major-Movable Equip- 
ment. 

5. Listing Minor Equipment, 

6. Pricing Major-Movable and Mi- 
nor Equipment. 

7. Totaling room costs. 

8 Recapitulating costs by services 

Step 1 

Study the architectural plans to 
familiarize yourself with the design. 
Check the plans carefully to deter- 
mine if every room, corridor and 
alcove has been assigned a number 
Since the hospital is to be equipped 
room by room, it Is essential that no 
area requiring equipment should be 



omitted. Suppose, for example, that 
the operating room has been num- 
bered 15, yet the adjacent scrub up 
alcove has not been assigned a 
number; this alcove should then be 
designated 15a. It Is necessary to 
number this area because equipment 
is required here and the items 
might be omitted inadvertently 
from the equipment list if the space 
is not numbered. If the architect 
has not numbered the rooms In the 
plans, the job must be done. The 
usual procedure is to start at a 
Riven point common to all floors in 
the building and assign numbers In 
a consistent manner, either clock- 
wise or counterclockwise, 

Step 2 

The second step is to transfer the 
room numbers and room titles to a 
sheet which is designated as the 
Room Legend Sheet (See form 1). 
You will note that each room has 
been assigned to a service to facili- 
tate securing departmental cost 
figures. 

The suggested "Equipment List 
for General Hospitals" beginning on 
page E-5 may be used to determine 
the rooms which constitute each 
service. 

At this point it may be well to 
define equipment and its classifica- 
tions before proceeding to Step 3. 
The term "equipment" is broad in 
scope and may be used to describe 
many items which in the normal 
course of hospital operation should 
be chargeable to expenditures for ac- 
quiring fixed assets. For this reason 
the following definition and classifi- 
cations are recommended: 



DEFINITION The term "equip- 
ment" as used herein means all 
items necessary for the functioning 
of all services of the facility, includ- 
ing such services as accounting and 
records, maintenance of buildings 
and grounds, laundry, public wait- 
ing rooms, public health and related 
services. Supply items such as fuel, 
stationery, printed forms, food and 
bandages are not considered equip- 
ment and are not included in this 
guide, 

Equipment is classified in three 
groups; the basis of classification 
being the usual methods of pur- 
chase and suggested accounting 
practices in regard to depreciation. 

Fixed equipment is that which 
is usually included in the construc- 
tion contract. Examples are hospital 
cabinets and counters, elevators, 
boilers and other "built-in" equip- 
ment. It has been assumed that 
items such as paper towel and soap 
dispensers, as well as toilet paper 
fixtures, are provided for in the ap- 
propriate locations by those respon- 
sible for the planning and have 
therefore been deleted from this re- 
vision. 

Major-Movable equipment is de- 
preciable equipment of predeter- 
mined years' life* not normally pur- 
chased through construction contracts, 
such as large items of furniture and 
equipment having a reasonably 
fixed location in the building, but 
capable of being moved. Examples 
are furniture, surgical apparatus, 
diagnostic and therapeutic equip- 
ment, office machines, laboratory 
and pharmacy equipment and 
wheeled equipment. 

Minor equipment includes items 
which have a life of less than that of 
the major-movable equipment de- 
scribed above and is normally pur- 
chased through other than construc- 
tion contract. These are items of small 
cost and suited to storeroom con- 
trol. Examples are chinaware, sil- 
verware, kitchen utensils, bedside 
lamps, waste baskets, bedpans, 
dressing jars, catheters, surgical in- 
struments, linens, sheets and blan- 
kets. Depreciation accounts are not 
kept for items such as these which 
may be included in the initial ac- 
quisition of fixed assets; their re- 
placement should be charged to cur- 
rent operating expense. 

Step 3 

The third step in the preparation 
of the equipment list calls for a 



FORM 2 MAJOR-MOVABLE EQUIPMENT SHEET 



Unit 
Cost 



Total 



Room Number 

and Title Quantity Unit Description ________^_______ 

I 

Lobby 4 ea Chair, arm . ... 

2 ea Lamp, floor 

2 ea Lamp, table 

1 ea Sofa, sectional 

2 ea Table, coffee 

2 ea Table, lamp 

I ea Table, magazine 

2 

Administrator's I ea Bookcase 

Office 3 aa Chair, office, arm 

I ea Chair, office, swivel wHli arms 

I ea Desk, office, double pedestal 

I oa Dictating machine 

I ea Lamp, d&$.k 

I ea Table, office, 34 x 60 Inches 

Etc. 

2A 

Clothes Closet No equipment required 

FORM 3 MINOR EQUIPMENT SHEET 

Room Number Unit Total 

_ and_Ti-He Quantity Unit Description Cost Cost 

Administrative 100 ea Basket, waste paper 

Services 4 ea Binder, loose-leaf, 1 inch rings for paper, 

8'/2 x 1 1 Inthos 

4 sa Binder, loose-leaf, 2 inch rings lor paper, 

S'/j x 1 1 inches 

I ea Cutter, paper 

15 ea Fountain pen ief 

I ea Machine, numbering 

1 ea Mat, door, rubber 

10 ea Pad, calendar , 

10 ea Pad, desk 

10 ea Pad, stamp 

2 ea Punch, paper, 2 hole 

2 ea Punch, paper, 3 hole 

B ea Remover, staple 

10 ea Ruler, 12 inch 

G ea Ruler, 19 inch 

3 ea Sharpener, pencil 

8 ea Shears, office 

10 ea Stamp, dating 

12 ea Stamp, rubber 

6 ea Sfapler 

10 ea Tray, ash 

10 ea Tray, desk 



*C6art of Atcounti for Hospitals, published 
by The American Hospital Association. Chicago, 
III., 1966 



review o the plans and specifica- 
tions to determine if all necessary 
fixed equipment is included in the 
construction contract. If essential 
fixed equipment, such as dietary 
or laundry equipment, is not pro- 
vided for in the construction con- 
tract, it should be listed separately, 
Provision should then be mad!e for 
the purchase of this equipment. In 
many cases some major-movable 
equipment is also provided in the 
general construction contract. Review 
of the plans and specifications pre- 
vents duplicating these items in the 
major-movable equipment list. 



Step 4 

The next step is to list all major- 
movable equipment required for each 
room. Notice form 2, "Major-Movable 
Equipment Sheet." This sample 
form shows that each room is 
equipped separately in the numeri- 
cal sequence which was listed on 
the Boom Legend Sheet. At this 
stage any attempt to visualize the 
hospital as a whole could not be 
successful. Each room must be con- 
sidered separately. The importance 
of equipping rooms in the same 
order of appearance on the Room 



FORM 4 RECAPITULATION OF MAJOR-MOVABLE AND MINOR 
EQUIPMENT COST SHEET 



Service 
ot 
Unit 


Room Numbers' 


Major-Movable 
Equipment 

Cost 


Minor 
Equipment 
Cos* 


Service 
or 
Unit 
Total 


Admirwfrativo Services 


101-164 . 








Laboratories . 
Morgue and Autopsy , 
Radiology-Diagnostic 


. 155-157,159 
. .165 
.1-10-146 









Radiation Therapy - -- 

Physical Therapy . 89 

Occupational Therapy . 

Pharmacy - - - 158 .... ,. 

Nursing Unih ...126-130.132.147,201- 

229,231-233,235-245, 
247-275A.30 1-329, 
331-333,335-345,347- 
363,373A,37'A,37BA 
Newborn and Premature 

Nurseties ,.364-372 . . _ 

Surgical Suite . ...127,162-164,160-180. 

183-193 .. 

Cenlfal Medical and Sur- 

qical Supply Services .,.,184,185 

Delivery and Labor Rooms . (81,162,186-195,197 . 

Emergency l35-l37,|oO,16) .... 

Dietary . - . - 140A,ISO,!SU53, 



Housekeeping 
Laundry . 
Maintenance 
Central Storei , . 
Employed Facilities 
Outpatient Service* 
Dantal 

Total 



,.1%,135-137.I60.!&1 
..BI-B4 .......... . ... 

.B5-B8,MM2QA , 

123-125,234,334 .... 

(99,(9A 

276 ............ 



'The "Suggested Equipment List for a General Hospital" may be used lo determine 

the roorm which constitute each department. 



Legend Sheet cannot be overem- 
phasized. This method will minimize 
the possibility of omitting any nec- 
essary equipment from the list 

Remember that the lists are 
guides and Checklists only. Make 
certain that all equipment selected 
will fit into the space allotted on the 
hospital plan. Equipment selection 
must always be tailored to meet the 
need of the particular hospital. This 
does not preclude the purchase of 
standard items which are good 
economy. There is a wide range of 
choice among standard equipment 
which enables the purchaser to find 
the item that best meets his needs. 



Srep 5 

The next step is to list ail minor 
equipment. The minor equipment is 
not listed separately for each room 
as with the major-movable equip- 
ment^ but is listed on a departmental 
basis "Note thai form 3, sample form 
"Minor Equipment Sheet," j s for 
the entire administrative services. 
It is not practical to try to list these 
small items for each room. Equip- 
ment can be listed under service 
headings, such as Administrative 
Sen-ices, Laboratories, Pharmacy, 
Dietary, Laundiy and Housekeeping, 
All minor equipment items which 
fall into nursing and suigica!, includ- 
ing surgical instruments, can be 
giouped under Central Medical and 
Surgical Supply Services. 



Step 6 

This step consists of pricing each 
item of major-movable and minor 
equipment and entering the figure In 
the cost columns as shown on the 
form 2 for major-movable equip- 
ment, and form 3 for minor equip- 
ment. 

The most practical and nearly ac- 
curate way of securing estimates for 
equipment is to obtain current price 
quotations, formal or informal. As a 
guide in developing a list of manu- 
facturers and distributors of hos- 
pital equipment, the use of The 
Hospital Purchasing File, 1 MacRae s 
Blue Book, 2 and Thomas' Register* 
is recommended 

Step 7 

In. step seven the cost of major- 
movable equipment is totaled for each, 
room (form 2) and transferred to the 
Room Legend Sheet (form 1). The 
cost of minor equipment is totaled 
for each service (form 3) and en- 
tered at the end of the Room Legend 
Sheet 

Step 8 

Step eight consists of transferring 
from the Room Legend Sheet all 
the room numbers comprising a 
service or unit to the Recapitulation 
Sheet (form 4), The departmental 
cost is determined by totaling on a 
work sheet the combined cost of the 
rooms comprising a service or unit. 
The cumulative costs of major- 
movable and minor equipment are 
entered in the appiopriate columns 
The last column lerjiesents the com- 
bined cost of ma jor- movable and 
minor equipment for each depart- 
ment 

The assembled data on the Re- 
capitulation Sheet present a concise 
picture of the equipment budget 
and its apportionment among the 
services of the hospital. 



'McGraw -HiJI Publications, 10)0 Merchandise 
MJII, Chicayn (II 60^54 

'MacRae's CJuc Book, 18 Cast Huron Stteec, 
Chicago 11. Ill 

'Thomas Register Publications, -idl 8th Ave- 
nue, New York I, Nw York 






The lists of equipment presented are proposed for 
use as a guide only for general hospitals of various sizes. 
Care should be exercised in the use of the suggested 
requirements since any institution's specific plan will 
differ from the prototype upon which these equipment 
lists were based. 

The format of these equipment lists permits compari- 
son of the relative needs of the various sizes of hospitals 
indicated and may be used as worksheets, 

In order to facilitate the checking and comparison of 
your requirements with those suggested, the equipment 
is grouped under service headings. 

The symbol indication used in these lists have definite 
meaning as follows: 

1. (blank); indicated that the item is required but 



the quantity is not determined. Quantity is dependent 
upon correlation of the schematic plans, 

2. (dash); indicates the item is not applicable to 
the particular hospital size group. 

The Federal Government through Hill-Burton Legis- 
lation (and later Hill-Harris Amendments) has partici- 
pated in meeting the cost of capital investments in 
health facilities throughout the United States for more 
than two decades. Equipment is a part of the capital 
expenditure for the physical plant and is therefore in- 
cluded; supplies and other consumables or expendable 
categories are charged to current operating expense 
accounts and are not eligible for participation in federal 
funding. 



I. CLINICAL SERVICES 
Inpatient Services 
Nursing Units 

Newborn and Premature Nurseries 
Delivery and Labor Rooms 
Surgical Suite 
Recovery Rooms 
Outpatient Services 
OPD Units 
Emergency 
Dental 

Adjunct Clinical Services 
Laboratories 
Morgue and Autopsy 
Radiology 

Diagnostic 

Radiation Therapy 
Rehabilitation 

Physical Therapy 

Occupational Therapy 





IMPATIENT SERVICES 



NURSING UNITS 



One Bed Room 



Quantity 
No. of Barf* 
50 100 200 

. 10 20 40 



Local 

RequlrairtftnU 

Unit Total 
Unit He, Price Ceil 



Fixed Equipment 

Closet, clothes with drawers 10 20 40 

Nurses call system 

Call station 10 20 40 

Corridor signal light . . 10 20 40 

Outlet, central piped system 

Oxygen 10 20 40 

Vacuum suction ..... 10 20 40 

Major-Movable Equipment 
Bed, manual or electric. 
Gatch spring, standard 
size, adjustable height 1 . , 10 20 40 
Bed sides, safety, adjust- 
able, pair 10 20 40 

Cabinet, bedsjde 10 20 40 

Chair 
Easy, seat and back 

cushions 10 20 40 

Straight, patients room . 10 20 40 

Lamp, floor 10 20 40 

Light, bed 10 20 40 

Mattress, .bed 10 20 40 

Table, overbed 10 20 40 

Shower and Toilet 10 20 40 

Fixed Equipment 

Bar, towel 10 20 40 

Hook, clothes, door, 
shower and toilet side 10 20 40 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim. wrist con- 
trol* 10 20 40 



NURSING UNITS 



SuQflflited 

Quantity 

No. of Beds 

3O 10O 200 



Local 

RartulratnatvM 

Unit Total 
Unit No, Price Coil 



Mirror above lavatory . , 10 20 40 
Nurses call system 

call station 10 20 40 

Rail, grab 10 20 40 

Receptacle, soap 10 20 40 

Shelf above lavatory ... 10 20 40 
Shower compartment 

with curtain and rod . 10 20 40 
Water closet with bedpan 

flushing attachment . . 10 20 40 
Major-Movable Equipment 

Chair, straight 10 20 40 

Receptacle, waste, foot 

operated closed top . . 10 20 40 

Alcove' 10 20 40 

Fixed Equipment 
Lavatory, spout outlet 

mounted S incites above 

flood rim, wrist control 10 20 40 

Major-Movable Eqitifutiettt . 

Two Bed Room ,20 40 80 

Fixed Equipment 

Closet, clothes with drawers 20 40 80 

Nurses call system 

Call station 20 40 80 

Corridor signal light , . 20 40 80 

Outlet, central piped system 

Oxygen 20 40 80 

Vacciim - suction 20 40 80 

Track, cubicle curtain . , . 20 40 80 



'Extra length beds also available. 
'Foot or knee control may be preferred. 



dependent on isolation technique, 



10 



NURSING UNITS 



Suggested 

Quantity 

No of Beds 

50 100 200 



Local 
Requirements 

Unit Total 
Unit No. Prlto Coil 



Major-Movable Equipment 

Bed, manual or electric, 
Catch spring, standard 
size, adjustable height 1 . 40 80 160 

Bed sides, safety, adjust- 
able, pair 40 80 160 

Cabinet, bedside 40 80 160 

Chair 
Easy, seat and back 

cushions 20 40 80 

Straight, patients room . 40 80 160 

Light, bed 40 80 160 

Mattress, bed 40 80 160 

Table, overbed 40 80 160 

Toilet 20 40 80 

Fivfd Equipment 
Hook, clothes, door, toi- 
let side 20 40 80 

Lavatory, spout outlet 
irountcil 5 inches above 
flood rim, \\rist con- 
trol 1 20 40 SO 

Light above lavatory .... 20 40 80 

Mirror above lavatory . . 20 40 SO 

Nurses call system 
call station 20 40 SO 

Rail, grab 20 40 SO 

Shelf above lavatory ... 20 40 SO 

Water closet with bedpan 

flushing attachment . . 20 40 
.\faiur~.\fuub!? Equipment 

!!ecei>tacle, waste, foot 

operated closed top 20 40 SO 

Day Room 2 4 8 



n<.-k, ^Ktr.c ..- ... 2 4 8 
:;-ir-ti call v.iicm 

fall srition 2 4 fl 

Corrj !'.,- siijiul light I 4 ? 

Ouir 

Dei'< 2 4 

Rriinri uith arms 16 32 64 

Easy, seat and Kick 

ui'htAn} 4 8 !6 

1>*V, writing 2 4 8 

"rfc* 2 4 8 

Tal'e 4 8 Jfi 

Sofa. srrtVil 2 4 8 

Star-1. f.iMuij;. tra^ . 2 4 ft 

Ta>-|- 

Dinnig, Jfix.Vi inches 4 8 16 

Kr;d ) 8 16 

T*toiiun set 1 2 4 ft 

.Siorage Room 2 4 S 



Toilet 



2 4 ft 



Lautorv, nrist control 2 4 fl 

Liqrt aJu\e lav.itory . 2 \ R 
Mirror af^ove lavatory .248 
N'i!r--es calj sjstein- 

i ill ^(atiiui 9 4 fi 

ga'l. Rrab 2 4 8 

bhdf aln've lavatory ... 2 4 8 

Water closet 2 4 8 



Receptacle, waste, foot op- 
crated dosed top ... 2 4 

'fttlr* Irnjih bedi ! aviiliblc, 

( ? 
b* 



NURSING UNITS 



od Local 

Quantify RequIranionM 

No. of Beds Unlr Total 

50 100 200 Unit No, Price Cat! 



Batliroom and Toilet ........ 2 4 8 

Fixed Equipment 

Bar, towel .............. <2 4 8 

Bathtub ................. 2 4 8 

Hook, clothes, door, bath- 

room and toilet side ... 2 4 8 

Lavatory, wrist control . . 2 4 8 

Mirror above lavatory . . 248 

Nurses call system 

Call station ........... 2 4 8 

Corridor signal light ... 2 4 8 

Rail, grab ............... 2 4 8 

Receptacle, soap ......... 2 4 8 

Shelf above lavatory ..... 2 4 8 

Water closet ............ 2 4 8 

Major-Movable Equipment . 

Chair, straight ..... ...... 2 4 & 

Receptacle, waste 

Foot-operated closed top 1 24 

Paper towel ............ 1 2 4 

Shower Room ............. 8 16 32 

Fixed Equipment 
Bar, towel .............. 8 16 32 

Hook, clothes, door, shower 

side ................... 8 16 32 

Nurses call system 

Call station ........... 8 16 32 

Corridor signal light . . 8 16 32 
Rail, grab ............... 8 16 32 

Receptacle, soap ......... 8 16 32 

Shower and dressing com- 

partment with curtain 

and rod ............... 8 16 32 

Major-Movable Equipment . 
Chair, straight .......... 8 16 32 

Nurses Slatlon ............. 2 4 8 

Fivcd Eqttipmettl 
Board, bulletin, 26 x 24 
inches ................ 2 4 8 

Clock, electric ........... 2 4 8 

Counter, 30 inches high 
Drawers, kneespace and 
fold-away typewriter 
shelf below ......... 2 4 8 

Open below ........... 2 4 8 

Nurses call system-master 
station ................ 2 4 8 

Pneumatic tube station . . - 4 8 
Rack, chart, two-way be- 
tween Doctors Charting 
Room ............. .... 2 4 8 

Afafor-Afovable Equipment 
Chair 
Office, swivel without 

n ar '" s ............... 12 24 48 

Posture ..... 2 4 8 

vile, pigeon hole for forms 248 

Imprinter, patients record 1 -43 

Typewriter .............. 2 4 8 

Nurses Toilet .............. 2 4 8 

Filed Equipment 

Lavatory, wrist control ..24 8 

Light above lavatory ____ 2 4 8 

Mirror above lavatory ... 2 4 8 

Shelf above lavatory .... 2 4 8 

Water closet ............ 2 4 8 

Major-Movable Equipment 
Receptacle, waste, foot op- 

erated closed top ....... 2 



Medicine Preparation Room . 

Fixed Equipment 
Cabinet, medicine with in- 
ner locked narcotic com- 
___ partment .............. 

'If imprinting machine fa used 



4 8 
48 



2 4 8 



II 



NURSING UNITS 

Counter, 36 inclies high, 
cabinets below 2 

Light above counter ..... 2 

Rack, wall mounted, medi- 
cation cards 2 

Sink, medicine, counter, 
spout mounted 5 inches 
above flood rim, wrist 
control 

Major-Movable Equipment 

Cart, utility for medication 
trays 

Receptacle, waste, foot op- 
erated closed top 2 

Refrigerator, counter type, 
4 cubic feet 2 

Doctors Charting Room 

Fixed Equipment 

Clock, electric 2 

Counter. 30 Inches high, 
open below 

Major-Movable Equipment 
Chair, office, swivel with- 
out arms 4 

Office 2 

Fixed Equipment 
Clock, electric 2 

Major-Movable Equipment 

Bookcase 1 2 

Cabinet, filing, letter sue, 2 
drawer 

Chair 
Office, swivel wilhout 

arms 2 

Straight 2 

Desk, office, single pedes- 
tal 

Lamp, desk 2 

Treatment Room 2 4 8 

Fixed Equipment 
Board, bulletin, 26x24 

inches 

Cabinet, wall 

Clock, electric 

Counter, 36 inches high, 

open below 

Illuminator, film, double, 

recessed 

Nurses call system 

Call station 

Corridor signal light . . 
Outlet, central piped sys- 
tem 

Oxygen 

Vacuum suction 

Sink, c o u n te r, spout 
mounted 5 inches above 
flood rim, foot, knee or 

wrist control 

Major-Movable Equipment 

Cart, utility 

Central piped system ac- 
cessories* 
Oxygen 

Flowmeter, complete 
with adapter and 
hose nipple outlet ... 

Humidifier 

Chair, straight 

Kick bucket 

Light, examining 

Receptacle, waste, foot op- 
erated closed top . , 



'Fixed equipment may be substituted, 
'Connection Indexed lor specific system 



Suggested Local 
Quantity Requirements 
No. of Bedi Unit Total 
50 100 200 Unit No. Price Coil 


2 
2 


4 
4 


8 
8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


4 


8 


16 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 


4 


8 


2 
2 


4 
4 


8 
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2 
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4 
4 


8 
8 


2 


4 


8 


2 
2 
2 


4 
4 
4 


8 

8 
8 


2 


4 


8 


2 


4 


8 


2 
2 


4 
4 


8 
8 


2 
2 


4 
4 


8 
8 


2 


4 


8 


2 


4 


8 


2 
2 
2 
2 
2 


4 
4 
4 
4 
4 


8 
8 
8 
8 
8 


2 

d, 
em 


4 


8 



NURSING UNITS 



Suggested Local 

Quantity Requirements 

No. of Beds Unit Total 

SO 100 200 Unit No. Price Coir 



Scale, clinic wilh measur- 
ing rod 2 4 8 

Stool 

Foot 2 4 8 

Opeiators, adjustable, 

19-25 inches 2 4 8 

Tnble 

Examining, metal, flat top 

with pad 2 4 8 

Instrument 

16x20 inches 2 4 8 

Mayo 2 4 8 

Conference Room 2 4 8 

Fivcd Equipment 
Board, bulletin, 26x24 

inches 2 4 8 

Cabinet, wall 2 4 8 

Clock, electric 2 4 8 

Screen, projection, wall 

mounted, roll type ... 2 4 8 

Major -Movable Equipment 
Board, chalk, poi table, 48 

x 96 inches 2 4 8 

Chair, office, arm 12 24 48 

Table, conference 2 4 8 

Stretcher and Wheelchair 
Alcove 2 4 8 

Fixed Equipment - 

Major -Movable Equipment 

Stietdicr, wheeled A 8 16 

Wheelchair 8 16 &! 

Supply Room 1 2 'I 

Fixed Equipment 
B oa rd, bulletin, 26x 24 

inches 1 2 4 

Conveyor, vertical with 

ej ector 1 2 4 

Counter, 36 inches high, 

open below 1 2 4 

Nuises call system-duty 

station . . . . , 1 2 4 

Sink, counter, spout outlet 

mounted 5 inches above 

flood rim, wrist control 1 2 4 

Major-Movable Equipment 

Cart, supply 1 ....'. 8 

Rcceplacle, waste, foot 
operated closet! top .... 1 

Soiled Holding Room 1 

Fixed Equipment 
Board, bulletin, 26x24 

inches 1 

Conveyor, vertical 1 

Counter, 36 inches high, 

open below 1 

Nurses call system-duty 

station 1 

Sink 

Clinical 1 

Counter, spout outlet 
mounted 5 inches above 
flood rim, wrist con- 
trol 1 

Major-Movable Equipment 

Cart, supply* 2 

Hamper, linen 2 

Receptacle, waste, foot op- 
erated closed top 1 



16 32 

2 4 
2 4 



Nourishment Room 1 

Fixed Equipment 
Board, bulletin, 26x24 

inches 1 

Cabinet, wall '. 1 

Clock, electric 1 

Conveyor, vertical, tray , . - 

'Teclinic determines number needed. 



2 4 
2 4 
2 4 



269-214 O-67 2 
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NURSING UMTS 

Cuiiiilcr, 36 inches liigli. 



Suggesled Local 

Quantity Requirements 

Ho. of Beds Unit Total 

50 100 200 Unit No. Prlee CoJt 



elow 
Dumbwaiter ............. - 

Intercommunication sjstem 
!o kitchen ............. 1 

MI ! : ', ' ;.;e tr -king a iKl 

'j'ljr.'ii,! ..... 

"a-r t, 1 ; c il f.sKrn duty 
" 



1 2 4 

- 2 4 



2 4 
1 24 



124 

'-I ;-:r s; f i, it oJtltt 
v.l " ir I...i :1 ne 
i rm '.-ri-: C".i!ro! 1 2 4 



Cart, uay ........... 3 6 12 

H'"t f'lte. dccir!'*, iloiiWe 

e!:rrir, 3 !>Mt control, 

r ^y dit> .. .124 

!<<*(; *.<'*, ft.utif. f&it op- 

erate'! clcse'J to? ..... 1 2 4 
PefrigerjVjr, n i:ner uj'p, 

4 -6 c" v :c feet ... .'... 1 2 4 
Tc,i-'fr, e'-c:nc, 2 s'ire, 

f-avy <f,<:y ........ 1 2 4 



Norsw I.tKJcer Koom 
Tolkt .... , 



I.odUr 

r . 



e Room ... 2 4 8 



Corridor 2 4 8 



a 16 



3-x"0 ' > j . 20 O -0 

ir ' ( ; ='!' * '-124 

' ! *"J' .R . 121 

,v, r ," VT - .- -ni 

< U'r 

Kas, :i-.' i",j }_^ 
, ? :*K*"i , , . ; i 4 
frj ^ ! 4 ^ 16 

'53i , j t 4 

- , ( 1 i 4 

-: , : > 4 

-"'V. ', - '-* !l " -' I -' 
- "; -1 - T ,v.-"-", i i 4 

V, - r r . 1:4 

'': . " -,-,. -. 



1 2 4 

2 4 g 



2 4 S 
.248 
V/; : -'';' - - 2 4 S 

s " r 'T:V ...243 



,,T J 7ni Vi',,,"- 1 !* 2 4 8 

^ j '*rT ? j n 

- f H 

FqulpoMot Room 2 4 S 



Quantity 
., No. of Bad) 
IS 50 100 500 


local 
Rotiulronionn 
Unit Total 
Unit No. Price CoH 


1 2 4 





NURSING UNITS 

Waiting Room 

Fixed Equipment 

Clock, electric I 

Major-Movable Equipment 

Chair 
Easy, seat and back 

cushion , .... 3 

Office, swivel without 

arms 1 

Desk, office, single pedes- 
tal 1 



Based on individual re- 
quirements. 



NEWBORN AND 
PREMATURE NURSERIES* 

Nursery g Bassinet 1 

Fixed Equipment 
Lavatory, spout outlet 
mounted S inches above 
flood rim, foot, knee or 

wrist control \ 

Outlet, central piped system 

Oxygen 4 o 

Vacuum-suction .'.' 2 4 

bJielf above lavatory . . \ j 
Window, view, wired glass' 1 
Between Nurses Station 
Corridor 

Major-Movable Equipment 
Bassinet, cabinet type 3 ig 



12 

4 
4 



Telephone Booth 1 2 4 

Fixed- Equipment 
Shelf 

Major-Movable Equipment - - - 

Mens Toilet 1 2 4 

Fixed Equipment 

Lavatory, wrist con trol 1 2 4 
Light above lavatory . . 1 24 
Mirror above lavatory .124 
Shelf above lavatory ... 1 2 4 
Water closet 1 2 4 

Major-Movable Equipment 

Receptacle, waste, paper 
towel , 1 



2 4 



Womens Toflet ....... ... 1 2 4 

Fired Equipment 

Lavatory, wrist control 1 2 4 

Light above lavatory .,12 *| 

Mirror above lavatory . , 1 2 4 

Shelf above lavatory ... 1 2 4 

Water closet .......... 1 2 4 

Major-Movable Equipment 
Receptacle, waste, foot 
operated closed top . . 1 ? A 

NURSING UNITS 

Minor Equipment 
Included under Central 
Medical and Surgical 
Supply Services, Dietary 
and Linen Minor Equip- 
ment. See Laundry 



2 3 



3 3 



12 
6 
3 



24 



General 



tii 

" ff 



Por *< 

Protective A as c 
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NEWBORN AND 
PREMATURE NURSERIES 



Suggeitad 

Quantity 

No, of Bcdi 

50 100 300 



local 

Raqulramanti 

Unit Total 
Unit No. Price Coil 



Chair, rocking 1 

Hamper, soiled linen, on 
casteis, foot opeiated 

closed top I 

Central piped system ac- 
cessoues' 
Oxygen 

Flowmcter. complete 
with adapter and 
hose nipple outlet ... 4 
Humidifiet 4 



Nebulizer 

Vacuum-suction 
Bottle, capacity J^ gal- 
lon, adapter, cap and 
hose assembly, car- 
rier, conductive cast- 
ers 

Pad, bassinet 

Receptacle, foot opeiated 
closed lop 

Soiled diaper 

Waste 

Scale, infant 

Table, steel, 16x20 inches, 
railing around 3 sides of 
top, drawer and casters 
for infant scale 

Nursery 4 Bass met ........ 

J'ixed Equipment 
Lavatory, spout outlet 
mounted 5 inches above 
flood dm, foot, knee or 

wrist control 

Outlet, central piped system 

Oxygen 

Vacuum-suction 

Shelf above lavatory ..... 

Window, view, wired glass' 

Between Nurses Station 

Corridor 

Major-Movable Equipment 

Bassinet, cabinet type .... 

Chair, rocking 

Hamper, soiled linen, on 
casters, foot operated 

closed top 

Central piped system ac- 
cessoiies 1 
Vacuum-suction 
Bottle, capacity J- gal- 
lon, adapter, cap and 
hose assembly, ear- 
lier, conductive cast- 

cis 

Flowmeter, complete 
with adapter and 
hose nipple outlet . . 

Humidifier 

Nebulizer 

Pad, bassinet 

Receptacle, foot operaled 
closed top 

Soiled diaper 

Waste 

Scale, infant 

Table, steel, 16x20 inches, 
railing around 3 sides of 
top, diawer and casters, 
for infant scale 

Premature Nursery 

Fixed Equipment 

Lavatory, s p^o u t outlet 
mounted 5 inches above 
flood rim, foot, knee or 
wrist control 

Outlet, central piped system 



4 
16 

2 
2 

2 



12 
12 
12 
12 



1 2 3 

- - \ 



- 1 

2 

- 1 

- 1 



1 



- 1 



1 1 



- - 1 

- - 1 



- - 1 
1 1 2 



'Connection Indexed for specific system. 

a Shnll comply with rcquiiements of National Fire Protective Assoc., 
Code No. 56, current edition. 



NEWBORN AND 

PREMATURE NURSERIES 

Oxygen, double 3 

Vacuum suction 3 

Shelf above lavatory ..... 1 
Window, view, wired glass 1 
Between Nurses Station 
Corridor 

Major-Movable Equipment 

Analyzer, oxygen 1 

Hamper, soiled linen, on 
casters, foot opeiated 

closed top 

Incubator, infant, cabinet 
type with oxygen limiting 

device* . 3 

Central piped system ac- 
cessories 3 

Flowmeter, camp 1 e t e 
with adapter and hose 

nipple outlet 3 

Humidifier 3 

Nebulizer . . 3 

Vacuum -suet ion 
Bottle, capacity J/ gal- 
lon adapter, cap and 
hose assembly, car- 
rier, conductive cast- 
ers 3 

Pad, incubator 3 

Receptacle, foot operated 
closed top 
Soiled diaper 
Waste 
Scale, infant, incubator 



Quantity 

No. of Serf* 
SO TOO 200 



Local 

ReqiH ram anii 

Unit To la I 
Unit No. Price Cost 



1 1 



1 1 



1 1 

1 1 



1 1 



Observation Nursery 

Fixed Equipment 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, foot or knee 
control 

Outlet, central piped system 

Oxygen, double 

Vacuum -suet ion 

Shelf above lavatory 



1 1 1 



1 1 1 



Ma fat -Movable Equipment 
Bassinet, cabinet type .... 2 2 3 
Hamper, soiled, linen, on 
casters, foot operated 

closed top 1 1 1 

Central _ piped system ac- 
cessories* 

Flowmetei , complete 
with adapter and 
hose nipple outlet . . 2 2 3 

Humidifier 2 2 3 

Nebulizer 2 2 3 

Vacuum-suction 
Bottle, capacity J4 gal- 
Ion, adapter, cap and 
hose assembly, car- 
rier, conductive cast- 
ers 1 1 2 

Pad, bassinet ,,,.., 2 2 3 

Receptacle, foot operated 
closed top 

Soiled diaper 1 1 1 

Waste I 1 I 

Scale, infant 1 1 1 

Table, steel, 16x20 inches. 
tailing around 3 sides of 
top-drawer and casters 
for infant scale 1 1 1 



1 Shnll comply wilfi rcqitiiementa of National Fire Protective Assoc., 
Code No. 56, current edition. 

According to tlie standards antt lecoinnieiidalions of Hie American 
Academy of Pediatrics and requircimnta of National Fire Protection 
Association, Code No. 56, current edition. Attachment plugs, explosion 
ptoof or not, Shall conform to Section 2438 of this code, 

^Connection indexed for specific system. 



1! 



Vnteroom 



i>l-n't nail ., . 

P '-, r't'ctric ....... 

('<-,',.\\r", :,f> i5,;h high, 



0n tliy 



1 1 I 



Ill 



U , ' "rip ...... 1 

['-*. i.all 



r, inn ! ,->'''?:=; . 
ir > -.tC'l 5 ir''-'' ei abo'.e 
WP* c : '"'u':l' " .'.'?... I 1 I 
'/ ;r r 'f -' V I'tl /'/> r ''i' 

i ' MT O'T- c, s'.'-i^"! uilli- 
, rrrn 1 1 I 

H. t [''-'I* ^' ~. trie single 

-V -. f t-v.y ,1-ts ,111 

111 



, Work Space, 

and Trfanneol 
Room 1 1 2 



, r f,- , f . 

.. 1 1 2 

.112 

'. . ! ' 2 





1 1 



'' ' ' ' -, I' 1 vu"c fret I ! 



N * tlMl1 Flfe 



NEWBORN AND 
PREMATURE NURSERIES 

Table, steel, 24x36 inches . 
Warner, bottle, with car- 
riage 



Suflflo*td 

Quantity 

No, of Bods 

SO 100 200 

I I 2 



Demonstration Room 



Fixed 

Counter, 36 inches high, 
cabinets and drawers he- 
low 

Sink, counter, spout 
mounted 5 inches above 
flood rim, loot, knee, or 
wi ist control 

Ma/or-Afflwa&fe Equipment 

Board, chalk, portable, 36 

x 48 inches 

Chair 

Office, arm 

Straight 

Hot plate, electric, single 

element, heavy duty .... 
Receptacle, foot operated 

closed top 
Soiled Diaper 

Waste 

Scale, infant 

Table, steel 

16x20 inches, railing 
around 3 sides of top, 
drawer and casters, for 

infant scale 

24x36 inches 



Formula Room . . 
Bottle Washing 



Fired Equipment 



Counter. 36 inches high. 

open below 2 

Lavatory, wrist control ] 
Rtnser, jet, nursing bottle 1 
Sink, counter, spout out- 
let mounted 5 inches 
above two compart- 
ments 2 

Washer 
Bottle, nursing, electric 

with brushes 1 

Nipple 1 



Major-Movable Equipment 

Cart, transfer 1 

Receptacle, waste, foot 
operated closed top ... 1 



Preparation and Filling .... 

Equipment 

Bar, towel 

Board, bulletin, 26x24 
inches , 

Clock, electric 

Counter, 36 inches high 
cabinets below 

Lavatory, spout outlet 
mounte t d 5 inches above 
flood rim, foot or knee 
control 

Shelf above lavatory . . . 

Sink, counter, spout out- 
let mounted 5 inches 
above flood rim, two 
compartments , 



- \ 



- - 1 



1 1 

1 1 



2 2 



1 1 



1 I 
! 1 



1 1 1 



Unll 



local 

flirt 
Unit 
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Suggested 
Quantity 

No. o| Beds 
SO 100 300 



NEWBORN AND 
PREMATURE NURSERIES 

Sleiili r , pressure, in- 
fant formula 

16x24 inches | 

20x36 inches _ \ 

24x24x36 inches . . _ _ 

Major-Movable Equipment 

Blender, electric | , 

Cait, transfer I i 

Dispenser, milk formula t 1 
Hot plate, electric, dou- 
ble clement, 3 heat con- 

"ol, heavy duty | | 

Keceplacle, waste, fool 

opeiated closed top ,,, f , 
Kefiigerator, milk form- 
ula, heavy duty 

1 1 cubic feet j 

25 cubic feet _ i 

30 cubic feet 

Nurses Lockers 

Fixed Equipment 

Clock, electi ic 

Counter, 30 inches liifrli 
"pen below , ] 

Locket, clothes, steel, 15* 
18x60 inches .....' 2 

Mirror above counter 



local 
Requirement* 

Unit Total 
Unit No. Price COM 



1 1 1 



1 I 



Major-Movable Equipment 



Cliair 

Easy, seat and 
cushions 

Straight 
Hamper, linen 



hack 



Nurses Toilet 



fired Equipment 



wiist contiol . ] 

Light above lavatory ... [ 

Mirror above lavatory . , ] 

Shelf above lavatory ... ] 

Wafer close! .......... I 

Ma jot -Movable Equipment 
Receptacle waste, foot op- 
eiated closed top ..... ] 

Newborn mid Premature Nurseries 

Mitt 0; Equipment 

I tic In dec! under Central 
Medical and Surgical 
Supply Services, Dietary 
and Linen Minor Equip- 
ment. See Laundry 



1 1 



Based on individual re- 
quirements 



DELIVERY AND LABOR 
ROOMS * 

Corridor-Lounge 

Fixed Equipment 

P.iw- I-IenUh Sice lf r flt ' on in P'"ng ttiis department 
Deliver" TT.,it i~ TI,_ n , T T ". . " 30 '-5, Planniitg the 



1 



DELIVERY AND LABOR 
ROOMS 

Clock, electric 

Fountain, drinking 

Major-Movable Equipment 

Chair, easy, seat and back 

cushions 

Lamp, table ...... 

Sofa, sectional 

Table, lamp 

Fathers Room 



Fixed Equipment 
Clock, electric 

Major -Movable Equipment 

Chair, easy, seat and back 

cushions 

Lamp, table 

Sofa, sectional 

Table, lamp 



Labor Room 

Fived Equipment 

Clock, dccliic, sweep sec- 
ond hand 

Hook strip . , 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, wrist control' 

Light above lavatory . . . 

Mirror above lavatory , . 

Nuises call system 

Call station 

Coniclor signal light ,, 

Outlet 
Central piped system 

Oxygen 

Vacuum-suction . , - 

Electric, intci changeable 

type 1 

Shelf above 1 a v a t o i y 

Switch 1 

Window, view to Labor 
Coiridor 

Major-Movable Equipment 

Bed, labor, adj us table 

height 

Cabinet, bedside 

Central piped system ac- 
cessories 3 
Oxygen 

Flowmeter, complete 
with adapter a n d 
hose ni]>ple outlet 

Humidifier 

Vacuum-suction 
Regulator, ijnuge, V^ 
gallon bottle, cap 
and hose assembly 
Chair, straight, pnticnis 

room 

Light 

Bed 

Examining \\ 

Mattress, labor bed ....,'' 
Receptacle, waste, foot op- 
erated closed top 

Table, overbed ', 

Toilet 

Fived Equipment 

Nurses call system-call sta- 
tion 

Rail, grab, veitica) ...... 



Suggested Local 

Quantity Requirements 

No. of Beds Unit Totol 

SO 10O 200 Unit No. Price Cost 



1 



The 



3 Poot or knee conirol may be preferred 

C mply WU 'l- r ec l uircm<: <s of National F.re Protective Assoc 



ospt 



. 

indexed for specific system. 



MMMRV \M> I- 
ROOM* 



local 



Un Tott " 
ff'foO l'H"- Prtc-e ' rt 




M. 



DBUVERY AND IABOB 
ROOMS 



No, 
SO 100 200 



U,,lf 



.n;cil Fire Piolecnve A^^oc , 
N.T-. eM'^sifn proof cr not. 



Hose, conductive, giecn 
with fittings to anes- 
thesia apparatus ... 
Vacuum-suction 
Va HM e, conductive whrte 
Suction, bottle ca 
pacity 54 fiaUou, 
adapter, cap an I 
hose assembly, cm- 
rier with comiittlwc 
casters ......... .".; 

Incubator, infant wiin 
stand and oxygen limit- 
ing device 1 ........... 

Kick bucket .... ......... 

Light, operating 1 . , ...... 

Pad obstetrical table .... 

Resuscitating apparatus, 
automatic ............. 

Itand, soluSon'basi'n, single 
Stool, adjustable 



Table 

Anesthetists ............ 

Instrument 
24x48 inches ....... 

Mayo .............. 

Obstetrical , . ........ 

Steel. 16x20 inches, 
railing around 3 sides 
of top, drawer ami 
casters for infant 
scale . .. ........... 

Scrub-Up And SubsteriHzing 
Room ................... 



Fired Equipment 

Dock, electric 

Light, wall bracket type, 
above scrub sink 

Panel, vision door to De- 
livery Corridor . . _..- 

Shelf above scrub sink .. 

Sink . 

Counter, spent outlet 
mounted 5 inches above 
flood rim, foot, knee or 

wrist control : . 

Scrub, spout outlet ami 
spray mounted 5 inches 
ahove flood rim, foot, 
knee or wrist control . 

Switch 1 

Was!ier-iteiili/cr, liiffli 
speed, 16x24 inches . . . . 

Afajat -Movable Equipment 

Cart, supply, adjustable 
shelves 

Hamper, linen 

Receptacle, waste, foot op- 
erated closed top 

Tester, conductivity, slioe* 



Sleeping Room . . . 
Fixed Equipment 

Clock, electric 
Hook strip . . . 



2 

2 

2 
2 

2 
2 

4 

2 
2 



'According to sl.-wdards and iccoinmendnlious of the AcnAcmy at 
Pediatrics am! 1 requirements of National Flic Protective Asioc., Code 
56, current edition. Attachment plugs, explosion proof or not, slinll 
conform to Section 2438 of tins code. 

*Sh*II comply witli requirements of National Fiic Protective Assoc., 
Code 56, current edition. Attachment plugs, explosion proof or not, 
shall conform lo Section 2418 of tlih code. 
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DELIVERY AND LABOR 
ROOMS 



Outlet, telephone 

-Movable Equipment 

Bed, Hollywood, 6 legs 
straight 



Chair, 

Table, 

high 



bedside, 26 inches 



Suggested 
Quantity 
No. of Beds 
50 100 300 



Local 
Requirements 

Unit Total 
Unit No. Price Cost 



Lounge 

Fixed Equipment 

bulletin, 



26x24 



Board, 
inches 

Clock, electric 

Counter, 36 inches high, 
cabinets below 

Doctors paging system-an- 
nunciator 

Illuminator, film, double, 
recessed 

Outlet, telephone 

Shelves behind counter , . . 

Major-Movable Equipment 

Bookcase 

Chair 

Easy, seat and back 
cushions , 

Straight 

Coffeemaker, vacuum type, 

2 elements 

Desk, writing 

Dictating machine 1 

Lamp 

Desk 

End table 

Magazine table 

Sofa, sectional 

Table 

18x24 inches 

End 

Television set" 

Doctors Locker Room 

Fixed Equipment 

Board, bulletin, 26x24 
inches 

Clock, electric 

Doctors paging system, an- 
nunciator 

Locker, clothes, steel, I5x 
18x60 inches 

Major-Movable Equipment 



Chair, straight , , . 

Hamper, linen . , . 

Receptacle, waste, 

towel , 



Doctors Gowning Room 

Fixed Equipment 

Shelves 

Major-Movable Equipment . 

Doctors Shower Room 

Fixed Equipment 

Bar, Towel 

Hook, clothes, door, shower 
side , 

Receptacle, t soap 

Seat, built-in 

Shower, and dressing com- 
partment with curtain 
and rod ,.,..,... 

Major-Movable Equipment 
Doctors Toilet 



11 

4 
1 

1 
1 



^Telephone dictating system avaijable, 

*Uadio may be added or substituted. 



DELIVERY AND LABOR 
ROOMS 

Fixed Equipment 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, wrist control 

Light above lavatory .... 

Mirror above lavatory . . . 

Shel i above lavatory .... 

Urinal 

Water closet 

Major-Movable Equipment 

Receptacle, waste, paper 
towel 



Suggested 
Qutmtity 
No. of Beds 
50 100 200 



Local 
Requirements 

Unit To jo I 
Ufllt No. Price Cost 



Nurses Locker Room 



I'ived Equipment 

Board, bulletin, 26x24 
inches .......... . ...... 

Clock, clecti ic .......... 

Doctors paging system, an- 
nunciator .............. 

Locker, clothes, steel, iSx 
18x60 inches ........... 



Major-Movable 

Chair, straight ....... ... 

Ilampei, linen ........... 

Receptacle, waste, foot op- 
erated closed top ..... . 



Nurses Gowning Room 

Fixed Equipment 
Shelves . . . . , 

Major-Movable Equipment 

Nurses Shower Room 

Fixed Equipment 

Bar, Towel 

Hook, clothes, door, shower 
side 

Receptacle, soap 

Seat, built-in 

Shower and dressing com- 
partment with curtain 
and rod 

Major-Movable Equipment 

Nurses Toilet 

Fixed Equipment 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, wiist control 

Light above lavatory .... 

Mirror above lavatory . . . 

Shelf above lavatory .... 

Water closet 

Major-Movable Equipment 

Receptacle, waste, foot op- 
eiated closed top 

Soiled Holding Room And 
Janitors Closet 



Fixed Equipment 

Basin, mo]) service with 
floor dram . . . , t 

Board, bulletin, 26x24 
inches 

Clock, electric 

Counter, 36 inches high, 
open below 

Holder, mop handle 

Hook, bucket 

Nurses call system-duty 
station 

Panel, vision, dooi lo de- 
livery corridor 

Rack, ladder 



1 
I 

1 
IS 

4 

1 

1 

1 



Local 



ROOMS 

^ ',- ::!> 



, , 
>', >'-, fi\i ''"'K uttach- 



1fr 



id SterfJe ? 

' , - M 



. "' . l-:v/' r- -"' 5t 

I M I 



Room . 




AND LABOR 






IJ^*J* T ~" 

ROOMS 

Panel, vision door to l 

Nurses Station . -. 
Rack wall mounted, mh- t 

cation cards ";"" 1 

Shelves above counter . .- 

incivca ^^ SpOVlt OUtiCt 

ni, wrist control 
Station 

Receptacle waste foot ( 

operated closed top 
Refrigerator, counter 
sllde-out trays, 4 

feet 

Recovers 1 Room 

Fixed E(iitip>?ni 
\ Board, bulletin. 26x24 ^ 

\ inches 

Call system , 

Emergency, *oot or el- 
bow operated 
Btuzcr and corridor 

signal light * 

Call station * 

Nurses t ? 

Call station ' r 

Corridor signal light , v 

Clock, electric sweep sec- 

ond hand 4 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, foot, knee or 

wrist control l 

Light above lavatory .... 

Mirror above lavatory ... t 

Outlet . 

Central piped system 
Electric, heavy duty l 

Oxygen ,,.,.. * 

Vacuum (suction) . . . * 

Panel, vision, door to Labor 

Corridor \ 

Shell above lavatory - > 

Sink, clinical, foot con- 
trolled, bedpan flushing 

attachment ; - ' 

Tracks, cubicle curtain . 
Window, view to 

Labor Corridor v ' 

Medicine Preparation 

Room 

Nurses Station ] 

Major-Movable Equipment 

Bed, gatch spring, standard 
size, adjustable height I 

Bedsides, t safely, adjust- 
able, pair 2 

Cabinet, bedside 2 

Cart 

Instrument, 24x48 inches 1 

Supply, adjustable 
shelves 1 

Chair 

Straight, patients room 1 

Swivel, office without 
arms 1 

Desk, nurses with racks 
for 10 charts 1 

Hamper, linen 1 

Inhalation therapy equip- 
ment 

Centra! piped system ac- 
cessories 
Oxygen 



'Extra length beds available. Recovery lied or ittic teller tuay t> 
ferred 
'Connection indexed for specific system. 
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DELIVERY AND LABOR 
ROOMS 

Flowmeter, complete 
with adapter and 
hose nipple outlet 

Humidifier 

Nebulizer 

Resuscitating appa- 
ratus, automatic . 
Vacuum-suction 
Bottle, J4 gallon, cap 
assembly, carrier 
with conductive 

casters 

Regulator, gauge, Y? 
gallon bottle, cap 
and hose assembly 

Lamp, desk 

Light, examining 

Mattress, bed 1 

Receptacle, waste, foot op- 
erated closed top 

Rod, imgator or intra- 
venous bottle, 2 hooks, 

bed attachable^ 

Sphygmomanometer 1 

Labor Corridor 

Fixed Equipment 

Clock, electric 

Panel, vision, door to hos- 
pital corridor 

Stretcher, wheeled 

Major-Movable Equipment 
Delivery Corridor 

Fixed Equipment 

Clock, electric 

Fountain, drinking 

Major-Movable Equipment 
Delivery And Labor Rooms 

Minor Equipment 

Included under Central 
Medical and _ Surgical 
Supply Services and 
Linen Minor Equipment 
see Laundry 

Supplies 

Based on individual re- 
quirements 



SURGICAL SUITE 



Suggested 

Quantity 

No. of Beds 

50 100 200 



Local 
RequFroments 

Unit Total 
Unit Ho. Price Cos! 



,1 S 



Operating Room 2 

Fixed Equipment 

Clock, wall, with sweep 
second hand 2 

Illuminator, film, double, 
recessed* 2 

Light, operating, ceiling 
hung 2 

Nurses call system 
Call station 2 

Corridor signal light ... 2 

Outlet 
Central piped sy_stem 

Compressed air ...... 2 3 5 

Oxygen 2 3 5 



*Not needed if recovery bed or stretcher [a used, 
a lrrigator stand may be substituted. 
>Wall attached unit may be preferred, 

*Shall comply with requirements of National File Protective Assoc., 
Code No. 56, current edition. Attachment plugs, explosion proof or not, 
conform Jo Section 2438 of this code. 



J S 

3 5 

3 5 

3 5 

3 5 



SURGICAL SUITE 



Suggested 

Quantity 

No. of Beds 

50 1OO 200 



Local 

Requirements 

Unit Total 
Unit No. Price Cost 



Major-Movable Equipment 

Anesthesia, apparatus ... 2 
Central piped system 
accessories 3 

Hose, conductive, while 2 
Suction, bottle, capac- 
ity 1 gallon, adapter, 
cap and hose assem- 
bly, earner, conduc- 
tive casteis 2 

Electrosurgical unit with 

attachments 1 1 

[-tamper, linen 2 

Hose, conductive, green 
with fittings to anesthesia 

apparatus 2 

Kick bucket A 

Light, operating 1 2 

Pad, operating (able . . , , 2 
Stand 
trrigator or intravenous, 

2 hooks 2 

Solution basin, double 1 * . 2 
Stool 

Adj usiaWe 

Anesthetists .... 2 
Operators, 19-25 niche<; 'I 

Foot, surgeons 6 

Table 

Anesthetists, adjustable 

with accessoi ies, . . , 2 
Instrument 
24x48 inches ... 4 

Mayo 2 

Operating , .. . 2 



Sub-Sterilizing Room t 

Fixed Equipment 

Cabinet, solution waimer" . 

Counter, 36 inches high . . 1 

Sink, spout outlet mounted 
5 inches above flood rim, 
drainboard 1 

Sterilizer, piessure, instru- 
ment, high speed, 16x24 
inches 1 

Switch 1 1 

Major-Movable Equipment - 

Sc rub-Up Alcove ........... 1 

Fixed Equipment 

Clock, electric 1 

Light, wall bracket 1 2 

Shelf above scrub sink ... 1 



3 5 
3 5 



Nitrous Oxide . 
Vacmirn- suction 
Eiectnc 
Heavy duty for mobile 

radiographic unit 235 

Tnterchangabie" type 1 . 8 12 20 
Shelves, metal, adj ustable, 

18 inches deep 1 

Switch 1 



9 15 



5 

If] 

5 

5 



10 
IS 



1(1 



JShall comply with requi'renmnta ol Nalional Fire Protective Asaoc , 
Code No. 56, current edition. Attachment plugi, explosion proof or not. 
shall conform to Section 2438 of this code. 

'Built-in cabinet with adjustable ahelvci anq ilicind if1a*s HOOTS pt v 
'erred. 

a Connection indexed for specific system 

'May be substituted for single basin 
determines need 
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SURGICAL SUITE 

Sink, scrub, spout outlet 
mounted 5 inches above 
flood rim, spray, foot, 
knee or wrist control . . 

Switch 1 



Quantity 
No. of Both 
SO 100 300 



Local 



Dark Room 



Fired Egnifmcni 

Bar, towel 

Box, film storage 

Cabinets below coiiruer . . . 
Counter, 36 inches high .. 
Door, light proof wild 

light proof louver 

Dryer, film, bracket for 12 

films 

Fan, exhaust or connection 

from film dryer 

Rack, film hanger 

Safeliglit 
Ceiling, wliitc and red 

Wall 

Shelf above sink 

inJc wild efraiiilioard .... 



1 1 

1 1 

1 1 

1 1 

1 1 



-Movable Equipment 
Tester, conductivity, shoe 1 . 

Cysloscoplc Room 

Fixed Equipment 

Clock, wall with interval 
timer 

Counter, 36 inches high, 
open below 

Illuminator, film, double 
recessed 1 , 

Lead lining- or other shield- 
ing material 1 

Nurses call system 

Call station 

Corridor signal light ... 

Outlet, electric 1 
Heavy duty for rad to- 

graphic unit - 1 1 

Interchan gable type .... - 2 2 

Shade, light proof 

Shelf above sink - 1 1 

Sink, in counter, spout out- 
let mounted 5 inches 
above flood rim, foot, 
knee or wrist control . . - I I 

Switch 1 - 2 2 

Major-Movable Equipment 

Cabinet, instrument, urol- 
ogical, 19x30 inches* . , - 1 I 

Hamper, linen - 1 1 

Kick bucket _ ] ] 

Light, operating - \ | 

Stand, irrigator or intra- 
venous, 2 hooks - 

Slool 

Foot, surgeons 

Operators, adjustable, !9- 
25 inches - 

Table, urological, complete 
with radiographic unit .. - 

Control Enclosure - 

Fired Equipment 
Platform, transformer ,., - 
Window, view, leaded glass - 

^f(lJo}'-!lfol'ablff Equipment 
Radiographic control unit 



I 1 
1 1 



I 1 



- 1 J 



- } I 

- 1 1 

- 1 1 

- 1 1 

- I 1 



- 1 1 

- 1 1 

- f I 

- I I 

- 1 1 

- 1 1 



Unit 
Unit No. Price Coit 



eoiimly uilh reoiiirfmeutf of JTstJoftil Firt Protectve Assoc 

^SirmUS^ 
'Hired by Nnilonal Bureau of Stnndards, Handbook 76, or 

cabinets will] Adjustable shelves and sliding fflass ,Ioor* 



SURGICAL SUITE 

Tank, developing with 2-J 
and 5 gallon inserts ... 

Major-Movable Equipment , 
Toilet 
Fixed Equipment 

Lavatory, wrist control . . 

Light above lavatory ... 

Shelf above lavatory . , 

Switch 1 

Water closet ',''' 



Suggested 

Quantity 

No. of Beds 

50 100 300 



- 1 1 



1 1 



local 



Major-Movable Equipment 
Receptacle, waste, foot op- 
erated closed top ,....., 

Fracture Room* 

Fixed Equipment 
Counter, 36 inches high, 

open below 

Illuminator, film double, 

recessed 1 , 

Outlet, electric, heavy duty 
for mobile radiographic 

unit. , ,, 

Shade, light proof ,,....'. 
Sink, plaster trap 

Major-Movable Equipment 
Can, waste with cover 

capacity 20 gallon 

Hamper, linen 

Stool 

Anesthetists, adjustable . 

Surgeons, foot 

Table 

Anesthetists 

Instrument, 20x36 inches 

Orthopedic 

Plasfer Closet . 

Fired Equipment 

Bin, plaster 

Counter, 36 inches high, 

open below 

Drawer, plaster, 3 inches 

deep, below counter .... 

Shelves above oiuuler, 12 

inches deep 

Major-Moi able Equipment 
Cart, orthopedic, supply . , 
Stool, operators, adjustable, 
19-25 inches 

Splint Close! 

Fired Equipment 
Board, composition per- 
forated with adjttstab/e 

bangers 

Shelves, adjustable, 
18 inches deep 

Major-Movable Equipment 
Ladder, 2 slop with rails . - 

Clean-Up Room | 

Fned Equipment 

Board, bulletin, 26x2-1 
inches 

Cabinet below counter, 2 

feet wide 

Counter, 36 incites high .*. 
Nurses call system-duty 



- 1 

- I 



1 1 

1 1 

1 I 

1 1 



1 1 

1 1 

1 I 

2 2 

1 1 

1 1 

1 1 

1 1 



- I I 

- J I 

- 1 J 

- 1 1 



- 1 1 
I 1 1 

1 1 1 



t 

Sink, clinical with bedpan 
flushing attachment 

Sink, double compariment, 
drainboards 



1 1 



1 1 



UnU fatal 
Unlr No. Price Ceil 



u , . 

Protection 



'Shall comply with miiiirenieiiM ,,f National 
Code No 56, current edition 'nal 

'Doors j nto corridoi should be Jightproof. 

bhalj comply Hitl, reqiilremcnls of National Fir,, 1- rn , Pl ,,t A 
Code No 56, current edition. Attachment n \L l ^tQclha Assoc., 
hall conform to Section 2438 of tl f cod? "ploslonproo/ or not 
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SURGICAL SUITE 



Suggested 

Quantity 

No. of Bod) 

50 100 200 



Major-Movable Equipment 

Can, waste \vith covei, 
capacity 20 gallons 2 2 2 

Hamper, linen 1 1 1 

Receptacle, waste, foot op- 
erated closed top 1 1 1 

Anesthesia Equipment Storage 1 1 1 

Fixed Equipment 

Bar towel 1 1 1 

Cabinet, storage 1 1 1 1 

Lavatory, spout outlet 

mounted 5 inches above 

flood rim, foot or knee 

control 1 1 1 

Shelf above lavatory ..,. 1 1 ] 
Shelves, metal, adjustment, 

18 inches deep 

Switch 1 1 1 1 

Ma joj -Movable Equipment 
Ether vapor and vacuum 
unit 1 1 1 

Recorder Alcove - 1 1 

Fixed Equipment 

Major-Movable Equipment 
Chair, office swivel with- 
out arms - 2 2 

Dictating machine 3 - 1 2 

Table, wood, 24x36 inches - 1 1 

Surgical Supervisor's Office . . 1 1 1 

Fived Equipment 

Cabinet, wall locked with 

inner locked narcotic 

compartment 1 1 1 

Clock, electric 1 1 1 

Pneumatic tube station , . . - 1 1 

Major-Movable Equipment 

Cabinet, filing, letter size, 5 

drawer - I 1 

Chair, office, swivel with- 
out arms 2 2 I 

Desk, office, single pedestal 1 1 1 

Lamp, desk 1 1 1 

Instrument and Sterile Storage 
Koom 1 1 1 

Fixed Equipment 

Cabinet, instrument ...... 2 

Shelves, metal adjustable, 
18 inches deep* 

Major-Movable Equipment 
Ladder, 2 step with rails . , 1 

Surgical Corridor , 1 

Fixed Equipment 

Board 

Bulletin, 26x24 inches . 

Surgery schedule, 48x36 

inches 

Fire alarm, pre-signal .... 

Fountain drinking 

Switch' 

Major-Movable Equipment . 

Doctors Lockers 

Fixed Equipment 

Board, bulletin, 26x24 

inches 

Clock, electric , 



3 5 



1 1 1 



1 1 1 



1 1 1 
1 1 1 



Local 
Requirements 

Unit Total 
Unit No. Price Cost 



'Movable cabinet may be substituted. 

*Shall comply with requirement a of National Fire Protective Assc-c,, 
Code No. 56, current edition. 
, telephone dictating system available, 

*Bullt-In cabinet with adjustable shelves and sliding glas* doors 
preferred. 



SURGICAL SUITE 



Quantity 
No. of ftads 
50 100 200 



Nurses Lockers , 

Fixed Equipment 
Board, bulletin, 26x24 
inches 

Clock, electric 

Counter, 30 inches high, 

open betow 

Locker, clothes, steel, 

15 x 18 x 60 inches .... 
Mirror, 84x24 inches, 

above counter , ,. . 

Nurses call systemduty 

station 

Major-Movable Equipment 

Chair 

Easy, seat and back 
cushions 

Straight 

Hamper, linen 

Table, end 

Janitors Closet 

Fixed Equipment 
Basin, mop service with 

floor dram 

Holder, mop handle 

Shelf, supply 

Major-Movable Equipment 

Truck, mopping, 2 tuckets 
with wringer 

Stretcher Space 

Fived Equipment 

Major-Movable Equipment 
Stretcher, wheeled ....... 



Corridor 

Fived E 

Major-Movable Equipment . , - 

Surgical Suite 

Minor Equipment 

Included under Central 
Medical and Surgical 
Supply Services and 
Linen Minor Equipment 
see Laundry 



2 2 

2 2 
1 1 



Doctors paging system 

annunciator 1 1 1 

Locker, clothes, steel, 15 x 

18 x 60 inches 6 16 18 

Major-Movable Equipment 

Chair 

Easy, seat and back 
cushions 1 

Straight 1 

Hamper, linen 1 

Table 

18x24 inches 1 1 1 

End 1 1 2 

Toilet, Lavatory and Shower .222 

Fixed Equipment 

Bar, towel 2 2 

Lavatory, wrist control . . 2 2 

Mirror above lavatory ... 2 2 

Receptacle, soap ......... 2 2 

Shelf above lavatory , . . . . 2 2 

Shower compartment with 

curtain and rod 2 2 

Water closet 2 2 

Major-Movable Equipment 

Receptacle, waste 
Foot operated closed top. 1 1 
Paper towel 1 1 



1 1 



1 1 

1 1 



1 1 

1 I 

1 1 

1 1 



1 1 

1 1 
1 1 



1 1 1 



1 

14 
1 
1 



1 1 1 



1 1 1 
1 1 1 



1 1 1 



1 1 



Local 
Raquiraments 

Unit Total 
Unit Ha. Price Cost 



tl'RGICAL SUITE 

Vvff'.ui 

Uaaed cm individual rt- 
qiy rerun! s. 



KF< OVKRY ROOMS 



UfiH Inducting 
Rooms 



Suggested local 

Quantity RaqufremorUS 

Ho. of Bed] Unit Tula! 

SO 100 200 Unit No. Prlea Cost 



Hoard. b/!:n, 26x24 



' ",-. D ;c .1 outlet 



1 1 



P.-! n~, tV.: ir kr-fe 

fi:r r iS-n'e lavaiwy . 1 1 2 

*". i ^-*.i '.."." ... ' 4 7 

r * 5 ' iral lizht 1 1 1 



ri -' 

T*A+,^ ; ; "/ | j \ 

<"' jl ' 4 _ J I 1 

, , J '-, "* ' *> 112 

'. "' 4 '' " 

' *" *' ' . J'**K-*!f 

'- ' >, ., , , 

' .'. r. 



.3-"l 



"' 4 7 
-' 4 7 
? 4 ? 

1*1 r 

-.11! 



';,*..' '11 

i- 1 ""., - n , ;, r i i 

" -- r ? ,,'''' > 

. '' .t."v f,,',! fl . 



RECOVERY ROOMS 

Steel, 16*20 



Suggested 

Quantity 

No. of Bods 

50 100 200 



Local 

Requirement* 
Unit T 
Unit No. Prlt* 



Based on individual re- 
quirements. 



OUTPATIENT SERVICES 

OPD UNITS 

Waiting Room j 

Fired Equipment 
Rack, wall, magazine . 

Major-Movable Equipment 
Chair 
Arm . .,... j 

Straight .'.'.'.'.'."" A 

Sofa, sectional \\\ 4 

Telephone Booth , 

Fixed Equipment 

Major-Movable Equipment . - 
Corridor 

Fixed Equipment 



"tig Room 




1 1 



4 6 
6 8 
6 6 



1 I 



Clock, electric 



1 1 1 



ay be substituted 

- 

y b 



Utility and Storngo Room 1 1 1 

Fixed Equipment 

Cabinet 

Storage 1 I 1 1 

Wall, locked with inner 
locked narcotic com- 
partment 1 1 1 

Counter, 38 inches high . . 1 1 1 
Outlet, electric, double re- 
ceptacle 1 t 1 

Shelf, 12 inches wide, 38 
inches above floor, cab- 
inets below 1 1 I 

Sink 
Clinical, bedpan flushing 

attachment 1 1 l 

Two compartments, one 6 
inches and one 10 
inches deep ] 1 l 

Major-Movable Equipment 

Cart, utility 1 l t 

Hamper, linen 1 

Inhalator, electric steam . . 1 
Irrigator, tidal bladder ... I 
Oxygen, apparatus, port- 
able, small cylinder, 
gauge, humidifier and 

stand' i | i 

Pump, thoracic i j \ 

Receptacle, waste, foot op- 
erated closed top ..... l i 2 
Refrigerator, counter type. 

4 cubic feet l ] ] 

Suction apparatus, electric 

on stand* ] i j 

Tent, oxygen* j i ] 

Recovery Rooms 

Minor Equipment 
Included under C e n t r a 1 
Medical and Surgical 
Supply Services Linen 
Minor Equipment cee 
Laundry 



1 1 
1 1 
1 1 
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OPD UNITS 

Doctors pairing system 

annunciator 

Fountain, drinking 

Major-Movable Equipment 
Chair, arm 

Appointment Room 

Fixed Equipment 
Clock, electric 



Suggested Local 

Quantity RuqulrementJ 

No. of Bodi Unit Total 

SO 100 20O Unit No. Pric Cent 



Counter 

Pneumatic tube station 



8 16 24 
t t 1 



Chair, straight 3 

Desk, office, double pedestal 1 

Lamp, desk , 1 

Social Service Watting Room - 

Fixed Equipment - 

Major-Movable Equipment 
Cabinet, filing, letter size, 

5 ^drawer - 

Chair, straight - 

Table, 24x42 inches - 

Examination and Treatment 

Room 1 



Major-Movable Equipment 
Cabinet, filing, letter size, 

5 drawer 2 

Chair 

Posture 1 

Straight 1 

Desk, typewriter 1 

Imprinter, patients record 1 - 

Lamp, desk 1 

Stool, 30 inches high 1 

Typewriter 1 

History and Screening Office - 

Fixed Equipment 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, foot or knee 

control - 

Mirror above lavatory .... - 
Shelf above lavatory - 

Major-Movable Equipment 

Chair, straight - 

Desk, office, double 

pedestal - 

Light, examining - 

Stool, foot - 

Table, examining, metal, 

flat top with pad - 

Social Service Office 3 1 

Fixed Equipment' 

Major-Movable Equipment 
Cabinet, filing, letter size, 
5 drawer 2 



I 1 

1 1 

1 1 

I 1 

1 1 

1 1 

1 1 



Fixed Equipment 
Counter, 36 indies high 

Cabinets below - 2 4 

Open below - 2 4 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, foot or knee 

control 1 2 4 

Mirror - 4 8 

Seat, built-in - 4 8 

Shelf above lavatory 1 2 4 

TRACK, CUBICLE CURTAIN. - 2 fl 
Major-Movable Equipment 

Chair, straight 2 6 12 

Light, examining . , 2 2 4 

Receptacle, waste, foot op- 
erated closed top 2 2 4 

Scale, clinic with meaaur- 



OPD UNITS 

ing rod 

Stool 



Suggested 

Quantity 
No, of Bti 
SO 100 200 

1 2 4 



Lcxal 



Unit Total 
Unit Ho. Price Coil 



Foot 224 

Operators, adjustable, 

19-25 inches - 2 4 

Table 
Examining, metal, flat 

top with pad 2 2 4 

Steel, 16x20 inches 1 2 4 



to 



Dressing Booth 

Fixed Equipment 

Hook, strip 

Mirror above shelf 

Seat, built-in 

Shelf, 30 inches high . . 
Track, curtain floor 

ceiling 

Major-Movable Equipment 



Immunizing Room 

Fixed Equipment 

Cabinet, supply 

Track, cubicle curtain . . , 

Major-Movable Equipment 

Chair, straight 

Light, examining 

Receptacle, waste, foot op- 
erated closed top 

Stool, operators, adjustable, 
19-25 inches 

Table 
Examining, metal, flat 

top with pad 

Steel, 16x20 indies 

Utility Room 

Fixed Equipment 
Cabinet 

Supply 

Wall 

Wall, locked with inner 
locked narcotic com- 
partment 

Counter, 36 inches high 

cabinets below 

Shelf above sink . . 

Sink 

Clinical 

Counter, spout outlet 
mounted 5 inches above 

flood rim 

Major-Movable Equipment 

Hamper, linen 

Hot plate, electric, single 
element, heavy duty .... 
Ladder, 2 step witli rails . 
Receptacle, waste, foot op- 
erated closed top 

Refrigerator, counter type, 
4 cubic feet 



4 

- 4 

- 4 

- 4 

- 4 



'If imprinting machine ia used. 



Operating Room . . . . 

Fixed Equipment 

Cabinet 

Wall 

Wall, locked with inner 
locked narcotic com- 
partment 

Counter, 36 inches high 
with cabinets below .... 

Outlet, central piped system 

Oxygen , 

Vacuum suction 

Siielf above scrub sink . . 

Sink, combination instru- 
ment and scrub, spout 
outlet mounted 5 inches 
above flood rim and 
spray, foot, knee or wrist 
control 



1 

- 1 

1 1 



- 1 1 

- - \ 

- - \ 

- \ \ 

- \ 1 
_ - ] 

1 1 1 



- 1 

- 1 

1 1 

1 I 

1 1 



1 \ 



OH) I MIS 




lotol 
Requirement! 

Unit Total 
Unit No. Pfleo Cost 



I Ift ,",^j 
' 
, if 



i* '' ->" ,i'en! 
T 

! . . , , 

15 ii ?jt;-'aLV 
'^f, Mai, i , 



- - 1 

- - I 

1 



*- t 



OPD UNITS 

Eye, Ear, Nose and 
Throat Room . . . 



Suggested 

Quantity 

No. of Bods 

50 100 300 



1 1 



Unit 



Unit 
No. Price Cflll 



Fixed Equipment 

Cuspidor, pedestal type . . 1 I 
Outlet, central piped sys- 
tem, compressed air .... 1 1 

Shade, light proof 

Shelf above sink 1 1 

Sink, combination instru- 
ment and scrub, spout 
outlet mounted 5 inches 
above flood rim and 
spray, foot, knee or wtist 
control 1 1 

Major-Movable Equipment 
Cabinet, illuminated, test 

card 1 1 

Chair 
Examining eye, eai, nose 

and throat 1 1 

Straight 2 2 

Light, examining 1 1 

Receptacle, waste, foot op 

crated closed top 1 1 

Stool, operators, adjust- 
able, 19-25 inches 1 1 

Table 

Instrument 

18x33 inches ] l 

20x36 inches I l 

Steel, 16x20 inches 1 1 

Playroom _ 

Fixed Equipment - 

Major-Movable Equipment 
Chair, straight, child size . - - 
Table, play 

Playroom Toilet _ 

Fixed Equipment 

Lavatory _ _ j 

Light above lavatory ... - _ ; 

Mirror above lavatory . . - - ] 

Shelf above lavatory ... - _ ] 

Water closet _ _ ] 

Major-Movable Equipment - - - 
Nurses Toilet _ _ j 

Fixed Equipment 

Lavatoiy, wrist control ... - - ] 

Light above lavatory .... - - ] 

Mirror above lavatory .... - _ l 

Shelf above lavatory ,.. _ _ i 

Water closet _ _ J 

Mafor-Afovable Equipment . 
Receptacle, waste, foot 
operated closed top ... - _ ] 

Women* Tolle* j t . 

Fixed Equipment 

Lavatory | , ( 

Light above lavatory".'.'" - i 

j ir , r , or , above lavatory .... I i , 

bfielf above lavatory . , f i i 

Water closet .' { 2 2 

Major-Movable Equipment 
Receptacle, waste, foot 
operated closed top . . . , ) ] , 

Mens Toilet , 

Fixed Equipment 

Lavatoiy , t . 

Light above lavatory 1 i 

Mirror above lavatory .'" i T / 

w ab , ovc 'avatory .!.'! 1 i 

Water closet ..."., } } J 



OPD UNITS 

Major-Movable Equipment 
Receptacle, waste, 

paper towel 

Innltors Closet 

Fixed Equipment 

Basin, mop service with 

floor drain 

Holder, mop handle 

Shelf, supply 

Major-Movable Equipment 
Truck, mopping, 2 buckets 

with wringer 

OPD Units 
Minor Equipment 

Included under Central 
Medical and t Surgical 
Supply Sei vices and 
Linen Minot Equipment, 
see Laundry 
Supplies 

Baaed on individual 
requirements, 



EMERGENCY 

Vestibule 

Fixed Equipment 

Nuises call system coiri- 
dor signal light 

Pneumatic tube station . . 
Mai 01 -Movable Equipment 

Chair, straight 

Imprinter, patients record 1 

Lamp, desk 

Table, wood, 24x36 inches 

Stretcher aiid Wheelchair 
Space 

Fixed Equipment 

Major-Movable Equipment 

Sti etcher, _ wheeled 

Wheelchair 



Suggested Local 
Quantity Requirement! 
No. of Bods Unit Total 
50 100 200 Unit No, Price Coil 


1 


1 1 


L 


1 1 


1 

1 


1 1 
1 1 


1 


1 1 


1 


1 1 



1 1 1 



Toilet 

Fixed Equipment 

Lavatory 

Light above lavatory ..... 
Mirror above lavatory . . . 
Nurses call system call 

station 

Shelf above lavuioiy .... 

Water closet 

Major-Movable Equipment 
Receptacle, wasle, foot op- 
erated closed top 

Operating Room 

Fixed Equipment 
Cabinet 

Wall 

Wall, locked with inner 
locked naicotic com- 
partment 

Clock, electric 

Counter, 36 inches high, 

cabinets below 

Nurses call system call 

Station 

Outlet 
Central piped system 

Compressed air 

Oxygen 

Vacuum-suction 

Electric, interchangeable 
type 1 



1 1 1 



1 1 

1 1 



1 1 1 



1 1 
1 1 



1 1 I 



333 



MI Imprinting machine is used. 

'Shall comply uitli requirements of National Fire Protective Assoc., 
Code No. 56, current edition. Attachment plugs, explosionproof or not, 
shall conform to section 2438 of this code, 



Suggested 
Quantity 
No. of Bodj 
50 100 200 

1 1 1 



1 1 



EMERGENCY 

Shelf above sink ,., 

Sink 
Clinical, bedpan 

flushing attachment . . 
Combination instrument 

and scrub, spout outlet 

mounted 5 inches above 

flood ihn, spray, foot, 

knee 01 wrist contiol .111 
Switch 1 

Major-Movable Equipment 
Inhalation therapy ap- 
paratus 

Ccntial piped system 
accessories 3 
Oxygen Flowmetcr, 
complete with 
adapter and hose 
nipple outlet ... 1 1 I 

Humidifier 1 1 1 

Vacuum- suction Regu- 
lator, gauge, !^ gal- 
lon bottle, cap and , 

hose assembly 1 

Resuscitating apparatus, 

automatic 1 

Kick bucket 1 

Light,, operating 1 

Receptacle, waste, foot op- 
erated closed top 1 

Stand, solution basin, dou- 
ble 1 

Stool 
Anesthetists, adjustable 1 

Foot, surgeons 2 

Operators, adj nstable, 

19-25 inches 2 

Table 

Instrument, Mayo 1 

Operating, minor, adjust- 
able 1 

Steel, 16x20 inches .... 1 



Supply Closet 

Fixed Equipment ... 
Major-Movable Equipment 
Utility Room 



1 



Equipment 
Cabinet, wall ........... 

Counter, 36 inches liigli 
open below ... ... ..... 

Nurses call system duty 
_station ................. 

Sink 

Clinical, bedpan flushing 
attachment ,,...,..,.. 
In counter, spout outlet 
mounted 5 inches above 
flood rinij foot or knee 
control .............. 

Warmer, blanket ......... 

Major-Movable Equipment 
Hamper, linen . .... ..... 

Office ..................... 

Fixed Equipment 
Nurses call system duty 



station 
Pneumatic tut x. station 



1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


2 


I 


2 


<l 


1 


1 


1 


1 


1 


1 


1 


1 



Local 
Requirement) 

Unit Total 
Unit No, Price Coir 



sze, 



Major-Movable Equipment 
Cabinet, filing, teller 

5 drawer 
Chair, straight 
Desk, office, single pedes- 

tal 



PHall comply with requirements of National Fire Protective AFSOC,, 
Code No. 5<5, current edition. Attachment plugs, explosfonp.ro of or 
not. shall conform to Section 2433 of this code. 

"Connection indexed to specific system. 



Suggested 

Quantity 

Ma. of Betfi 

SO 100 300 

- 1 



I 



Requirements 

Unit Total 
Unit No, Price Coil 



OENTAL 



Quantity 
No. of Bl* 
SO \OO 30O 



Water I i < 

Radiographic unit, dental, 

wall mounted* i ! I 

Shelf above lavatory 2 2 2 

Major-Movable Equipment 

Amalgamator, electric, com- 
plete with timer and dis- 
penser 2 2 2 

Cabinet 

Film, filing 1 2 ,1 

Instrument, dental, 

mobile 2 I 1 

Central piped system ac- 
cessories* 
Vacuum-suction 
Regular gauge, H gal- 
lon bottle, cap and 

hose assembly 1 1 { 

Dispenser, dental x-ray 
film . 1 1 i 

Towel 2 2 2 

Waste , 2 2 2 

Sterilizer, pressure, instru- 
ment, electric, 9x16 
inches with cabinet ... 1 I ) 

Stool, operating, dental, 

adjustable, portable .... 444 

Oral Surgery . . , . , ] | | 

Alternate A In lieu of one 
Opera lory 

Fixed Equipment 
Chair, dental, exodontia 

tfmjine, pedestal type . . . ' ] | | 
Lavatory, spout outlet 

mounted 5 inches above 

flood rim, knee or wrist 

.control ] i , 

Light, dental, operating 

ceiling hung j j j 

Major-Movable Equipment 
Cabinet, tnstrimieiri 
surgical . j , , 

Centralized system ac- 

Vactium-siiction 
Regulator, gauge, y? 
gallon bottle, cap and 
hose assembly , . . i i , 

Receptacle, towel ' \ \ j 

Table, instrument. Mayo', .' 222 

Prosthodonfla , , 

Alternate \\ Tn lieu of one 
Operalory 

r t.ved Efjitip-jfisni 

Cabinet, prosthodontia ,, i i , 

Chair, dental - ' ' 

Cuvmdor, pedestal 

with saliva ejector 

and water 

J, bench type'*i* 

5 inches 
, knee or 
roJ 

ffwii.il, ti 

ID llllnrr 

Outlet 

Compressed air , 

Gns >... i j j 

Watei , IDJ1 J ' 1 

I ! i 



Unll 



local 



Unll Toini 
Mo. PrU Can 



DENTAL 

Laboratory 

Fixed Equipment 

Bar,_ towel 

Cabinet 

Base, 36 inches high, 
sink with spout outlet 
mounted 5 inches above 
flood rim, shelf below 

Wall, 3 shelves, adjust- 
able, glass doors .... 
Door, light proof with 

louver 

Outlet 1 

Compressed air 1 

Gas 

Vacuum-suction 

Water 

Rack, film drying, dental . 

Safe, film 

Safelight 

Shade, light proof ....... 

Sink, counter, spout outlet 

mounted 5 inches above 

flood rim 

Tank, developing, dental 

film, capacity 1 gallon .. 
Major-Movable Equipment 
Bath, water, impression 

compound heater 

Can,_ 10 gallon with cover 
Casting machine, 

centrifugal 

Furnace, burnout 

Illuminator, dental x-ray 

Him 

Lathe, dental 

Receptacle, waste, paper 

towel 

Recovery Room 

Fixed Equipment 

Couch, built-in 1 

Lavatory, spout outlet 
mounted 5 Indies 'above 
flood rim, foot or knee 
control , 

Mirror above lavatory . . . 

Shelf above lavatory .... 

Major-Movable Equipment 



Suggeited 

Quantity 

No. of Bad* 

SO 100 200 

1 1 1 
1 1 1 



1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


I 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


I 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


I 


1 


I 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 



1 1 1 
1 1 1 

1 1 1 



Mattress, sponge rubber, 

built-in couch 1 1 1 

Receptacle, towel 1 1 1 

Table, steel, 16x20 inches .111 

1 1 1 



Close! 

Fixed Equipment 

Major-Movable Equipment . 
Dental 

Minor Equipment 
Articulator 

Anatomical, Hanau .... 1 
Crown and bridge ..... 2 

Face bow 1 

Blowtorch, alcohol 1 

Book, appointment 1 

Bowl, plaster 

Medium, No. 2 1 

Small, No. 3 1 

Broach, root canal, 

Coarse 12 

Extra fine 12 

Fine 12 

Bur 
Carbide 
Angle handpiece 

No. # 12 

No. 2 24 

No. 8 6 

No. 33J4 24 



Local 
Requirement* 

Unit Total 
Unit No, Price Coil 



2 ea 

2 ea 
1 ea 

3 ea 
1 ea 

3 ea 

3 ea 



12 12 ea 

12 12 ea 
12 12 ea 



12 12 ea 

24 24 ea 

6 6 ea 

24 24 ea 



DENTAL 



27 

Suggested Local 

Quantity Roqulramontl 

No. of Bads Unit ToKil 

SO 100 200 Unit No. Price Coil 



'Connection Indexed for specific system. 

*FJxed or quick connection depends on the equipment requirements. 

'Major movable equipment may be substituted. 



No. 557 24 24 24 ea 

Excavating 

No. 4 24 24 24 ea 

No. 6 24 24 24 ea 

No. 35 24 24 24 ea 

No. 37 24 24 24 ca 

No. 39 24 24 24 ea 

No. 558 24 24 24 ea 

No. 559 24 24 24 ea 

No. 560 12 12 12 ea 

No. 701 12 12 12 ea 

No. 702 12 12 12 ea 

Short neck 

No. 4 3 3 3 ea 

No. 35 3 3 3 ea 

No. 558 3 3 3 ea 

Surgery, No 41 ... 6 6 6 ea 
Straight handpiece 

No. # 6 6 6 ea 

No. 2 6 6 6 ea 

No. 4 6 6 6 ea 

No. 6 6 6 6 ea 

No. 8 6 6 fi ea 

No. 33J^ 6 6 6 ea 

No. 35 6 6 6 ea 

No. 37 6 6 6 ea 

No. 557 6 6 6 ea 

No. 558 6 6 6 ea 

No. 559 6 6 6 ea 

No, 700 6 6 6 ea 

No. 701 6 6 6 ea 

No. 702 6 6 6 ea 

Surgery 

No. 1 6 6 6 ea 

No. 2 6 6 6 ea 

Denture trimming, No. 1, 

straight 6 6 6 ea 

Burner, Bunsen 1 1 1 ea 

Cailiper, Vernier, Boley 

gauge 1 1 * ea 

Dish, medicament, Dappen 6 8 12 ea 
Dispenser 

Absorbent cotton 2 

Alloy mercury 1 

Strip 4 

File 

Half round, 6 inches . . 1 
Root canal, assorted, 1J4 

inch, set of 6 2 

Guide, shade 

Artificial teeth I 

Silicate 1 

Handle, mouth mirror .... 24 

Handpiece, contra-angle . . 4 
Holder 

Broach 6 

Cotton roll, Garmers ... 4 

Napkin 6 

Impression tray _ 
Crown and bridge, 

aluminum, Wo. 87 1 2 3 ea 

Edentulous 

Lower 

No. 51 2 3 4 ea 

No, 53 2 3 4 ea 

No. 56 2 3 4 ea 

Upper 

No. 41 2 3 4 ea 

No. 43 2 3 4 ea 

No. 45 2 3 4 ea 

Hydrocoiloid, perforated 

Lower 

Large, No. 618 .... 1 

Medium, No, 622 . . 1 

Small, No. 624 1 

Upper 

Large, No. 601 .... 1 

Medium, No. 60S ... 1 



3 


4 


ea 


I 


1 


ea 


4 


4 


ea 


1 


1 


ea 


2 


2 


set 


1 


i 


ea 


1 


1 


ea 


24 


24 


ea 


4 


4 


ea 


6 


6 


ea 


6 


6 


ea 


6 


6 


ea 



Small, No. 607 1 

Instrument, diamond, 
mounted 

Angle handpiece 
Contouring, No. 154 2 
Cylindrical 



2 3 ea 

2 3 ea 

2 3 ea 

2 3 ea 

2 3 ea 

2 3 ea 



2 2 ea 



269-214 O-673 
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DENTAL 



SuggaJted Local 

Quantity Requirements 

No. of Beds Unit Total 

50 100 200 Unit No. Price Cost 



4 4 ea 

4 4 ea 

4 4 ea 

2 2 ea 

1 1 ea 



No. 101 4 4 4 ea 

No. 102 .. 4 4 4 ea 

Inverted cone, 

No. 126 4 4 4 ea 

No. 128 4 4 4 ea 

Tapered cone, 

No. 118 4 4 4 ea 

Wheel, No. 141 .... 4 4 4 ea 
Straight handpiece 
Inverted cone, per- 
forated, No. 132 .4 4 4 ea 
Tapered cone, 

No. 118 4 

Thin wheel, No 147 4 

Wheel, No. 142 .... 4 

Knife, compound, dental .. 2 

Mallet, plugging 1 

Mandrel 
Angle handpiece, 

Morgan-Maxfield .... IS 18 18 ea 

Screwhead 36 36 36 ea 

Straight handpiece 

Morgan-Maxfield .... IS 18 18 ea 

Screwhead 36 36 36 ea 

Mirror, mouth, plane glass IS 36 36 ea 

Mortar and pestle 1 1 1 ea 

Mouthpiece, saliva ejector 4 8 12 ea 
Oral Evacuator Mouthpiece 

Long 4 8 12 ea 

Short 4 8 12 ea 

Oral Evacuator Retractor 
Mouthpiece 

Long 4 S 32 ea 

Short 4 S 12 ca 

Pliers 

Clasp bending 

No 134 1 1 1 ea 

No. 200, 3 prong 1 1 1 ea 

Cone socket, No. 102 . 1 1 1 ea 
Contouring, No. 137 .... 1 1 1 ea 

HOW's 111 1 1 I ea 

Wire nippers J 1 1 ea 

Reamer set, root canal, 

set of 6 2 2 2 set 

Retainer, matrix 

No. 1 2 

No. 9 2 

Tofflernire, contra-angle 

Adult 2 

Junior 2 

Scissors, collar and crown 

Universal, 4 l /s inches . , 2 
Shears, metal cutting, 

straight, 7$4 inches ... I 
Slab, mixing, glass, 3x6 

inches 3 

Spalula, dental 

Cement, No. 324 2 

Chromc-coba] I, Mo. 2... 2 

Plaster 3 

Wax 

No 7 1 

No. 31 1 

Stone, sharpening, dental 

instruments 1 

Syringe, irrigating, Mo/Tat 1 

Minor Equipment 
fnsirtttaentf, cittting, plastic, etc. 

Burnisher, double ended, 

No. 27-29 -I A -I ca 

Carrier, amalgam . . . 2 2 2 ca 

Carver, double ended 

Hollenbach. No. 3 4 4 4 ea 

Roach 4 4 4 ea 

Wall, No .1 4 4 4 ea 

Ward, No. 1 4 ) 4 ca 

Chisel, double ended 

No. 48-4SS 4 4 4 ea 

Bin-angle, Blade, No. 81- 

82 4 -1 -1 ea 



3 


4 


ea 


3 


4 


ea 


3 


4 


ea 


2 


2 


ea 


2 


2 


CA 


I 


1 


ea 


3 


3 


ea 


4 


6 


ea 


2 


2 


ea 


3 


3 


ea 


1 


1 


ea 


1 


1 


ea 


1 


1 


ea 


1 


1 


ea 



DENTAL 



t 

Quantity Requlwnwnti 

No, of Bed* Unit Tcht 

SO 100 200 Unit Mo. Prl CflJl 



Wedelstaedt 

No. 41-42 4 4 

No. 43-44 4 4 

Excavator, Darby Perry, 
double ended 

No. 1-2 4 4 

No. 5-6 4 4 

No. 11-12 4 4 

No. 15-16 4 4 

No. 17-18 4 4 

No. 21-22 4 4 

Explorer 

No. 5 6 6 

No. 17 12 12 

No. 23 12 12 

File, periodontal, Bunting, 
double ended 

No. 15-16 44 

No. 17-18 4 4 

Hatchet, enamel, Black, 
double ended 

No. 49-50 4 4 

No.51-52 4 4 



4 ea 
4 ea 



4 ea 

4 ea 

4 ea 

4 ea 

4 ea 

4 ea 

6 ea 

12 ea 

12 ea 



4 ea 
4 ea 



4 ea 
4 ea 



24 ea 
24 ea 
24 ea 



Instrument, cutting, Black 
(cleoid-discoid), double 
ended No. 89-92 4 4 4 ea 

Needle, hypodermic, car- 
tridge type, 1-Hi inches 

25 gauge 24 24 

26 gauge 24 24 

27 gauge 24 24 

Plastic filling instrument, 
double ended 
Stellite 

No 1-2 4 4 4 ea 

Woodson 

No. 1 2 3 4 ea 

No, 2 2 3 4 ea 

No. 3 2 3 4 ea 

Pliers, dressing, No 17 .. 12 12 12 ea 
Plugger, amalgam, double 
ended 
Black 

No. 1-2 4 4 

No 2-3 4 4 

No. 4-5 4 4 

Smith 4 4 

Root canal 

No. 1 1 I 

No. 2 1 1 

No. 3 1 1 

No 4 1 1 

No. 5 1 1 

No. 6 1 1 

Sealer 
Jacquelte 

No. 1 2 2 

Kirkland 

No. 17 2 2 

No. 18 2 2 

No. 19 2 2 

McCall 

No. 2 2 4 

No, 4 2 4 

No. 6 2 4 

Syringe, cartridge type ... 3 3 
Trimmer, gingival, marginal 
Black, double-ended 

No. 77-78 4 4 

No. 79-80 4 4 



4 ea 

4 ea 

4 ea 

4 ea 

1 ea 

1 ea 

1 ea 

1 ea 

1 ea 

1 ea 



ea 

2 ea 

2 ea 

2 ea 

6 ea 

6 ea 

6 ea 

3 ea 



4 ea 
4 ea 



Minor Equipment 
lnslruments t Oral Surgery 

Chisel, osseous, Mead 

No. 1 2 2 

No. 2 2 2 



2 ea 
2 ea 
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DENTAL 



Susgatted Local 

Quantify Requirements 

No. of Bods Unit To ml 

50 100 200 Unit No. Price Cost 



Curette, double ended 

No. 10 2 2 2 ea 

No. 11 2 2 2 ea 

No. 12 2 2 2 ea 

Elevator 

Periosteal with tissue re- 
tractor, double ended, 

No. 23 1 1 1 ea 

Root 
Howard 

No. 1 2 2 2 ea 

No. 2 2 2 2 ea 

No. 3 2 2 2 ea 

Miller 

No. 3 2 2 2 ea 

No. 4 2 2 2 ea 

Stainless steel, No. 34 2 2 2 ea 
Winter 

No. 1L 2 2 2 ea 

No. 1R 2 2 2 ea 

No. 122 2 2 2 ea 

No. 123 2 2 2 ea 

No. 135 2 2 2 ea 

File, alveolotomy, Howard 

No. 3 2 2 2 ea 

No. 4 2 2 2 ca 

No. 5 2 2 2 ca 

Forceps 
Lower 
Antcriors and bicuspid, 

No. 3 2 2 2 ea 

Universal 
First and second 

molar, No. 17 . ._. . 2 2 2 ea 
Incisor and bicuspid, 

No. 151 2 2 2 ea 

Incisor, bicuspid and 

root, No. 203 .... 2 2 2 ea 
Molar, Hornbeak, 

No. 23 2 2 2 ea 

Third molar. No. 222 2 22 ea 
Upper 
Anteriors 
Bicuspids and root, 

No. 286 2 2 2 ea 

Root, No. 65 2 2 2 ea 

Winter, No. 1 2 2 2 ea 

First and second molar 

Left, No. SSL 2 2 2 ea 

Right, No, 53R . . . . 2 2 2 ea 
Thud molar, No. 210 .2 2 2 ea 
Universal, No. ISO ... 2 2 2 ea 
Knife, lancet, Henahan, 

No. 2 1 1 1 ea 

Mallet, oral surgery l 2 2 ea 

Rongeur 

Blumenthal, bone forcep. 
short handle, 5% 

indies, No. 3 2 2 2 ea 

No.4A 2 2 2 ea 

End cutting, No. 1A ... 2 2 2 ea 
Side cutting, No. 2A . . . 2 2 2 ea 
Scissors 
Surgical, 6J4 inches 

Curved 2 2 2 ea 

Straight 2 2 2 ea 

Oral surgery, blunt, 
curved, S inches ..... 2 2 2 ea 

Minor Equipment 
Laboratory 

Blade, laboratory saw, 

3 sizes 1 1 1 ea 

Block, soldering, dental, 

charcoal 1 1 1 ea 

Brush 

Artist's inlay, No. 3 - ... 6 

Denture 2 

Scratch, metal 2 

Wheel 

2rows, No. 12 2 

3 rows, No. 26 2 

4 rows, No. 29 2 

Blowpipe - 1 



6 ea 

2 ea 

2 ea 

2 ea 

2 ea 

2 ea 

1 ea 



DENTAL 



Suggested 

Quantity 

No. of Bed) 

50 100 300 



Local 
Requirement! 

Unit Tola! 
Unit No. Price Coil 



Buff, wheel 

Chamois, 3 inches ...... 1 1 

Cloth, 4 inches 2 2 

Cone, felt, grinding, 3 sizes 

Blunt 3 3 

Pointed 3 3 

Frame, laboratory saw ... 1 1 

Knife, laboratory 2 2 

Tweezers, soldering, lock- 
ing 

Blunt 1 1 

K, sharp 1 1 

Vise, bench, clamp 1 1 

Supplies 

Abrasive Wheels, Cements, 
Impression Compounds, 
Matrix Bands and Mis- 
cellaneous Supplies 
based on individual re- 
quirements, 



ADJUNCT CLINICAL SERVICES 



LABORATORIES 



C- 20,000-30,000 tests per year, 
B- 40,000-75,000 tests per year. 
A - 70,000-120,000 tests per year. 

Secretary and Waiting Room . 

Fixed Equipment 

Clock, electric 

Emergency calling system 
receiving station .... 
Outlet 

Electric .... _...... 

Inter comm unicat ion 

system 

Pneumatic tube station . . . 

Major-Movable Equipment 
Cabinet, filing, letter size, 

5 drawer 

Chair 

Easy, scat and back cush- 
ions 

Posture 

Desk, typewriter 

File, pigeon hole for forms 
Lamp 

Desk 

Table 

Rack, magazine 

Table 

18x24 indies 

Office, 30x60 inches ... 
Typewriter 

Examination, Tests and 
Specimen Boom 

Fixed Equipment 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim, wrist control 1 

Outlet, electric 

Major-Movable Equipment 

Basal metabolism apparatus, 
mobile stand *. 

Chair, straight 

Condenser, darkfield, mi- 
croscope, built-in 
lamp atid transformer . . 

Desk, office, single pedes- 
tal 



_C B_ 

1 1 

1 1 

1 

1 



2 4 



2 3 

1 1 

1 1 

- 1 

1 1 

1 

1 - 



- 1 
1 1 



1 



1 - 



ea 

ea 

set 
set 

ea 
ea 



ea 
ea 
ea 



'Foot DT knee control may * preferred. 



30 



LABORATORIES 



Suggested 

Quantity 

N0* of Bedi 

so 100 200 
C B 



Electrocardiograph with 
mobile sland .......... 

Microscope, binocular ..... 

Receptacle, waste, foot op- 
erated closed top ....... 

Scale, clinic with measuring 
rod ................... 

Table, examining', with ac- 
cessories, storage space 
below ................ 



Venlpunclnre Cubicle 

Fixed h 
Hook strip 
Outlet 

Central piped system 
Oxvgen 

Vacuum-suction 
Electric ....... , 

Track, cubicle 
curtain ......... .. 



Specimen Toilet 



1 



tiuble Equipment 
Central piped sjstem ac- 
cessories' 
O\\ gen 

Flo** meter complete 

with adapter and 

hose nipple outlet ... 

Humidifier ......... . 

Vacuum-suction 
Regulator, gauge, y, 
gallon bottle, cap 
and hose assembly .. 
Chair, straight ......... 

Receptacle. waste, foot op- 
erated closed top ...... 

Tafcle. office, 2-1x^6 indies 



hmergeiiey calling system- 
calling station 

Hrxik, clothes, door, toilet 
side 

Lavatory .' 

Rail, grab, nail ' 

Shelf above water closet 
and lavatory 

Water closet 

Window, pass-through uith 

shelf ? . 

.V.' itLf-Mo: alls Equipment 

Receptacle, waste, foot op- 
erated closed top 

tfiamlnation and Test Room . 

fVtvJ Equipment 

Door, folding 

Emergency calling system- 
calling station - 

Hook strip . 

Lavatory, spout outlet 
n-nuntcJ 5 inches above 
fiV-d rim, wrist control 1 - 
Outlet, electric - 

'faf^r -Movable Equipment 
ite^al metabolism apparatus, 

mobile stand - 

Chair, straight - 

Condenser, darkfield, micro- 
scope, built-in lamp and 

transformer .. 

Desk, office, single pedestal _ 
Electrocardiograph with 

rnobife stand _ 

Microscope, binocular .... 
Receptacle, waste, fool op- 
erated closed top _ 

Refrigerator, blood bank . . - 
-. Z^ ' Wl ' th measuri 'S 

'C' nction indexed for specific system 
'tool or We control may be preferred 



1 1 
1 1 



1 \ 



1 1 



- 1 I 

- 1 1 

- 1 1 

- 1 I 

- 1 1 



1 1 



1 1 



1 1 
1 1 



I ] 



Local 
Roqulromenti 

Unit Total 
Unit No. Price Coil 



Local 



LABORATORIES 



Quantity 
No, of Bed* 
50 100 2O0 

_ .1 J 

- 1 1 



Unit Tolot 
Unit No. Prlta Cm 



- ] 

- 1 

- l 

- 1 

- l 
-1 

- l 

- 1 

- 1 

- l 

- 1 



rod . 

Table, examining with ac- 
cessories, storage space 
below - 1 1 

Pathologtefs Office . , - 1 1 

Fixed Equipment 

Curtain, glass panel - I I 

Intercommunication S y s- 

tem-remote station 

Outlet 

Electric - 

Intercommunication. 

system - 1 1 

Panel, glass - 1 1 

Major-Movable Equipment 

Bookcase 1 

Cabinet, filing 

Paraffin block 

Slide 

Chair 

Office, swivel with arms 

Straight 

Desk, office, double pedestal 
Dictating and transcribing 

machine 1 

Illuminator, microscope . , . 

Lamp, desk 

Microscope, binocular .... 
Table, office, 20x30 inches 

Hematology, Bacteriology and 
Serology Unit* 

Fixed Equipment 
Cabinet, below staining 
sink, door-mounted trash 

receptacle , 

Counter, acid resisting, 30 
inches high, knee spaces, 
drawers and cabinets, 
with adjustable shelves 

below 

Outlet 
Efectn'c, continuous strip 

Gas 

Sink, staining, spout outlet 
mounted 5 inches above 

flood rim 

Major-Movable Equipment 
Balance, trip, Harvard, 2000 

gram capacity 1 

Bath, wafer, serological, in- 
activating, 3 rack 1 

Centrifuge 

Size 1, 8 place, 50 ml, 
head, 8-50 ml. metal 
shields and cushions, 8- 
50 ml. trunnion rings, 8 
reducing caps for 15 

ml. tubes j _ _ 

Microhematocrit I _ .. 

Chair, straight ] 

Counter, differential, blood 

cell i _ _ 

Desk, office, single pedestal i - , 

Hemoglobinometer ] 

Hot plate, electric, single 
element, 3 heat control, 

diameter 6 inches ] _ ^ 

Illuminator, microscope ... 2 
Incubator, laboratory, elec- 
tric, 13x14x13 inches . l _ _ 

Lamp ; desk ] 

Machine, shaking, labora- 
tory, 3 rack test tube ..1 - _ 
Microscope, binocular ,..,2 - . 
Reader, microhematocrit .'.1 _ _ 
Shaker, pipette, blood 
counting, capacity 2 pi- 

Tiu d i, equ!p J! leilt , nia y b e substituted. 
& l n V"SB system also available 
Blood b an fc procedure, may be per/o rmedW 



1 
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LABORATORIES 

pettes 

Stool, laboratory, adi ust- 
ablc, 20-30 inches 

Table for Harvard trip 
balance, 12x25 inches . . , 

View box, Rh 

Washer, blood diluting pi- 
pette 

Weight, balance, Class C 
Set 1 g - 500 g 

Henmtology Unit 1 

Pived Equipment 
Cabinet, below staining 
sink, door-mounted trash 

receptacle 

Counter, acid resisting with 
knee spaces 

30 inches high, draw- 
ers and cabinets with 
adjustable shelves be- 
low 

36 inches high, cabi- 
nets with adjustable 

shelves below 

Outlet, electric, continuous 

strip 

Sink, spout outlet mounted 
5 inches above flood rim 

Cup , 

Staining 

Major-Movable Equipment 
Centrifuge 

Blood typing 

Microhcmatocrit 

Counter 

Automatic reel and white 

blood cell 

Differential, blood cell 

Hemoglobinometer 

Illuminator, microscope . 
Microscope, binocular .... 
Reader, mjcrohcmntocrit , . 
Shaker, pipeKe, Mood 
counting capacity 2 pi- 
pettes 

Stool, laboratory, adj list- 
able, 20-30 inches 

View box, Rii 

Washer, blood diluting pi- 
pette 

Urtnalysts-Biocliemistry Unit . 

Fixed Equipment 

Cabinet, below utility sink, 
door-mounted trash re- 
ceptacle 

Counter, acid resisting, 36 
inches high, knee spaces, 
cabinets with adjustable 
shelves below 

Outlet 

Electric, continuous strip 
Gas 

Sink, utility, spout outlet 
mounted 5 inches above 

flood rim 

Major-Movable Equipment 

Balance, metric, capacity 
120 grams 

Bath, water, cylindrical, di- 
ameter 6 inches with tri- 
pod ., 

Blood, gas apparatus, volu- 
metric., Van Slyke 

Cabinet, storage, free 
standing 

Colorimeter, photoelectric . 

Illuminator, microscope . . 

Microscope, binocular .... 



Quantity 
No. of flffdi 
30 100 500 

_c J, A. 

i 

2 - - 



1 - 



Local 
Requirement! 

Untf rotot 
Unit No. Price Can 



1 1 



1 1 



I 1 



I 2 

1 2 

2 .} 

2 .1 

\ \ 



2 3 

<l 4 

I 1 

1 1 



'Blood bank procedures may be performed here 



LABORATORIES 

Ucfrlgeiator, laboratory 9 
cubic feet' 

Stool, laboratory, adjust- 
able, 20-30 inches 

Weight, balance, Class C 
Set 1 g - 500 g . . 

L'riuatysls Unit 

Pixed Equipment 

Cabinet, below utility sink, 
door-mounted trash re- 
ceptacle 

Counter, acid resisting, J6 
inches high, knee space 
ami cabinets with ad- 
justable shelves below . , 

Outlet 

Electric, continuous strip 
Gas 

Sink, utility, spout outlet 
mounted 5 indies above 

flood rim 

Major -Movable Equipment 

Ratli, water, cylindrical, di- 
ameter 6 inches with tri- 
pod 

Ontrifiipe. clinical 

Illuminator, microscope .. 

Nficroirope, binocular .... 

Stool, laboratory, adjust- 
able, 20-30 inches 

Biochemistry Unit 



Quantity 
No. of ftacU 
90 lOO 200 

C B A 



local 
Requirement 

Unit Total 
Unit No Price Coil 



I 1 



1 3 

I 1 

I I 

1 I 



Cabinet, below utility sink, 
door-mounted trash re- 
ceptacle 

Counter, acid resisting. 3f> 
inchci high with knee 
space, drawers with ad- 
justable shelves below .. 

Hood, fume with cup sink 
electric, gas, suction and 
compressed air outlets . , 

Dutlet 

Central piped system 

quick connect . .. , 

Electric, conllmioiis strip 

Gas 

Intercommunication 
system 

Shelf for analyliral bal- 
ance . t 

Sink, utility, spout outlet 
mounted 5 inches above 
flood rim 

Majoi-Afovable Equipment 
Balance 

Analytical 

Metric, capacity 1 20 
grams ... 

Trip, Harvard, capacity 

200Q grama 

Bath, water, cylindrical. 

diameter 6 Inches willi 

tripod 

Blood gas apparatus 

Manometric 

Volumetric, Van Slyke . 
Centrifuge, Size 1, R place, 

50 ml. head. 8-W ml me- 
tal shields and cushions. 

8-50 ml. trunnion rings, 8 

reducing caps for 15 ml, 

tubes 1 - I I 

Chair, straight - I I 

Colorimeter, photoelectric .-II 

'Explosion -safe refrigerators are required for storage nl explosive or 
flammable volatile materials, 

'Used for tiemalolo-gv, blood bank and urinalysia procedures as 
required. 



- 1 I 

- I 1 



- I 1 



- I 1 



LABORATORIES 

Desk office, single pedes- 
tal 1 ............... 

Electropliureiii ayparauii ' .' 
Wot plate, electric, single 

dement, 3 heat control, 

diameter 6 inches . . , 
Lamp, desk ..... 

Meter, pH ........ '..'.['." 

Photometer, Hame complete 

with gas . , ............. 

Protein bound iodine 'ap- 

paratus ......... .... 

Refrigerator, laboratory*" 

y cubic feet ........ 

II cubic feet ..... .','" 

Spectrophotomeier ____ 

Stool, laboratory, adjust- 

able. 20-30 inches ..... 
Table 



Suggasted 

Quantity 

Ma. of Betfs 

50 100 200 

C B A 



Local 

Raqulramnts 
.. . ti Unit Jatal 
unit No. Prl Cost 



1 J 
1 1 



1 1 
1 1 

1 1 



1 

I 

- 1 

1 
1 



1 
1 

I 



- 2 



^ ~~r* . tr ' p balance, 
12x24 inches 

Laboratory 
24x54 inches . . 
t 24x84 inches ... 
Weight, balance 

Class C- Set Ig-SOOg 

Class S - Set 1 Mg. - 

100 g r analytical 

Histology Unit 

Fixed Equipment 
Cabinet, below utility sink, 
door-mounted trash re- 
ceptacle 

Counter, 30 inches high ' 

Acid resisting, knee 

spaces, drawers ant) 

cabinets with adjust- 

table shelves below , 

Noncorrosive metal top 

kn space, cabinets 

with adjustable shelves 

below . , 

Hood, exhaust over coun- 
ter 

Outlet 

Electric, conlinous strip 
.Gas . 

Sink, utility, spout mounted 
S inches above flood rim 

Major-Movable Equipment 
Bath 

Paraffin _ 

Tissue flotation - : 

Chair, straight - '. 

Desk, office, single pedes- 
tal* _ _ 

Illuminator, microscope . . - 1 

Microscope, binocular - ] 

Microtome 

Clinical, complete with 
freezing attachment, 

automatic - ] 

Rotary , _ j 

Oven, paraffin, embedding, 

laboratory , . , _ ] 

Stool, laboratory, adjust- 
able, 20-30 inches - 2 

Tissue processing appara- 
tus, automatic - i 



- \ I 



- I 

1 1 

1 1 

1 1 



1 1 



1 J 



-22 



Unit ,. 
Equipment 

Cabinet, door-mounted trash 
receptaclCj below 
Staining sink ....... 

Utility sink ......... 



| 



by personnel of Hefflatotogy an d Urinalysis Units, 
- re/rfefcrajow r e r^ufred for storage of explosive or 
e volatile materials, * 

also by personnel of Serology and Bacteriology Units. 



LABORATORIES 

Counter, acid resisting, 30 
inches high 

Knee spaces, drawers 
with adjustable 
shelves below ..... 

Knee spaces, cabinets 
with adjustable 
shelves below ...... 

Hood, fume with gas and 
electric outlets ....... 

Outlets 

Electric, continous strip 
Gas .......... . ....... 

Sink 

Staining, spout outlet 
mounted 5 inches 
above flood rim ..... 

Utility, waste disposer . . 

Major-Movable Equipment 
Balance 

Metric, capacity 120 
fp-ams .............. 

Trip, Harvard, capacity 
2000 grams ......... 

Bath, water, serological, 
inactivating, 6 rack .... 

Centrifuge, Size 1, 8 place, 
SO ml t head, 8-50 ml. me- 
tal shields and cushions, 
8-50 ml. trunnion rings, 
8 reducing caps for IS 
ml. tubes, . , ........... 

Hot plate, electric, single 
element, 3 heat control, 
diameter 6 inches ...... 

Incubator, laboratory, elec- 
tric 
18x18x27 inches ..... 

35x18x27 inches ..... 

Illuminator, microscope . . 
Machine, shaking, labora- 
tory, test tube 
3 rack .............. 

6 rack .............. 

Aficroscope, binocular .... , 

Pipette, automatic ....... . 

Refrigerator, Inboratoryi 
9 cubic feet ........... . 

1 1 cubic feet .......... . 

Stoof, laboratory, adj ust- 
able. 20-30 inches ..... - 

Weight balance, Class C - 
Set 1 g-500g ........ - 



SugflOJtBd 

Quantity 
No. of Bed) 
50 100 200 
C B A 



- 1 1 

- 1 1 

- 1 1 



Loral 



Unit To hoi 
Unit No. Price Call 



1 
- 1 



- 1 1 

- 1 1 
~ 1 1 



1 1 
1 1 



1 - 
- 1 

2 2 



2 2 
1 I 



Sferlllzfng.Gtosswasntag Unit - 
Fixed Equipment 
Hood, exhaust ........... 

Pegboards, above sink ____ 

Outlet, electric .......... 

Shelf for pipette washer . 

Sink, laboratory, acid re- 

sisting, 8 inches deep, 2 

compartments with non- 

corrosive metal drain- 

boards, pegboards above 

Sterilizer, laboratory, 

pressure, horizontal, 16x 

16x24 inches .......... 

Still, water, capacity 2-5 
gallon per hour . . ..... 

Tank, resistant glass, dis- 
tilled water, wall 
mounted, capacity 12 
gallons ............... 

Major-Movable Equipment 
Cart, utility ............. 

Oven, sterilizing, labora- 
tory, approximately 



111 



1 
1 

- I 



1 1 

1 1 

1 1 

J 1 



33 



LABORATORIES 

18x14x14 inches 

24x14x14 inches 

30x18x24 inches 

Washer, pipette, automatic 

Storage 

Fixed Equipment 

Major-Movable Equipment 
Cabinet, storage 

Technicians Locker Room . . . 
Fixed Equipment 

Locker, clothes, steel, I5x 
18x60 inches 

Major-Movable Equipment 
Chair, straight 



Quantity 
No. of Beds 
50 100 300 

C B A 



Local 
Require me Jits 

Unit Total 
Unit No. Price Coat 



1 



Technicians Toilet 

Fixed Equipment 



- 2 5 

- 1 1 

- 6 10 

- 1 2 

- 1 1 



Lavatory 
Mirror above lavatory . . 


- 


1 

1 


2 
2 




Shelf above lavatory 





1 


2 




Water closet 


- 


1 


1 




Major-Movable Equipment 










Receptacle, waste, foot op- 










erated top 


- 


1 


2 




Laboratories 










Minor Equipment 










Apron, rubber 


1 


2 


2 


ca 


Barometer, aneroid 


1 


1 


1 


ca 


Basket, culture tube 


3 


6 


12 


ea 


Beads, glass, solid, diam- 










eter 5 mm 


1 


1 


1 


Ib 


Beaker, glass, low form 










with spout 










50 ml 


2 


4 


4 


ea 


100 ml 


2 


4 


4 


ea 


250 nil 


2 


2 


2 


ea 


600 ml 


2 


3 


4 


ea 


1000 ml 


2 


3 


4 


ea 


2000 ml 


1 


1 


2 


ea 


Block, embedding 


_ 


100 


100 


ea 


Board, animal 


- 


1 


1 


ea 


Borer, cork 


1 


1 


1 


set 


Bottle 










Aspirator, 500 ml 


I 


1 


2 


ea 


Balsam' 


2 


3 


6 


ea 


Carboy, 5 gallons 
Dropping, 60 ml 


1 
12 


2 
18 


3 

24 


ea 
ea 


Glass 










Narrow mouth 










Cork stoppered 










120 ml 


12 


12 


36 


ea 


250 ml 


6 


6 


18 


ea 


500 ml 


6 


6 


18 


ea 


Glass stoppered 










250 ml 


6 


6 


12 


ea 


500 ml 


6 


6 


12 


ea 


1000 ml 


2 


4 


4 


ea 


4000 ml 


2 


4 


8 


ea 


Wide mouth, cork 










stoppered 










Pathological speci- 










men, 50 ml .... 


_ 


3 


4 


doz 


Sputum 1 


1 


2 


2 


doz 


Urine specimen, 










120 ml 1 


2 


4 


8 


doz 


Box 










Paraffin embedding .... 


- 


4 


4 


ea 


Pipette . 


2 


3 


6 


ea 


Slide, microscope, 25 










slides ....... , * 


2 


2 


6 


box 


Brush 










Beaker 


2 


2 


4 


ea 


Camel hair, 1 inch, flat . 


2 


2 


2 


ea 


Flask 


2 


2 


2 


ea 


'Disposable also available. 











LABORATORIES 



Sungsitad 

Quantity 

No. of Beds 

100 200 

C B A 



Local 
Requirements 

Unit Torn! 
Unlf Ma. Prlca Cost 



Hand, surgery 2 

Test tube 

*/i inch diameter .... 3 

IJi inch diameter .... 3 

Bulb, rubber, 3 ml. 1 

Burette 

5 ml, micro - 

10 ml 1 

25 ml 1 

50 m! 1 

Burner 

Bunsen 2 

Fisher - 

Micro 1 

Wing top 1 

Chamber, counting, hem- 

acytometer , . 1 

Clamp 

Burette 1 

Extension 1 

Screw, Hoffman ...... 2 

Clock, interval timer . 2 

Condenser, glass, distill- 
ing ~ 

Corkscrew I 

Counter, hand tally 1 

Coupling, pump filter .... 1 

Cover, glass 

22 mm. square ......... 2 

22 mm, x 40 mm - 

Hemacytometer 2 

Cylinder, glass, graduated 

10 m! 2 

25 ml 2 

50 ml 2 

100 ml 2 



2 4 ea 

6 6 ea 

6 6 ea 

1 2 doz 

1 1 ea 

1 2 ea 

1 2 ea 

2 2 ea 

3 5 ea 
1 2 ea 
1 1 ea 
I 2 ea 



j ea 

2 ea 

2 ea 

6 doz 

4 ea 



250 ml. 
500 ml. 
1000 ml. 
Mixing 
25 ml. 



I 1 ea 

1 1 ea 

1 2 ea 

1 2 ea 

4 6 box 

2 3 box 
4 6 ea 

2 2 ea 

2 2 e? 

2 2 ea 

2 4 ea 

2 4 ea 

2 4 ea 

2 4 ea 



100 ml 2 



2 2 ea 

2 4 ea 

1 2 ea 

1 2 ea 

1 2 ea 



2SO ml 1 

500 ml 1 

1000 ml 1 

Desiccator, glass, 150 mm. 

with porcelain plate .... 1 1 1 ca 
Dish 
Glass 

Petri, 100x15 mm ... 24 36 48 pr 
Staining with rack . . 1 2 2 ea 
Slender, 50x25 mm. .1 2 2 ea 
Porcelain, evaporating 
with pour out 
70 ml., diameter 75 

mm 12 12 18 ea 

250 ml., diameter 115 

mm 1 1 1 ea 

525 ml., diameter 162 

mm,. - 1 1 ea 

Dishpan 1 1 2 ea 

File, triangular, 5 inches .1 1 1 ea 
Flask 
Glass 

Erlenmeyer, narrow 
mouth 

50 ml 3 6 6 ea 

125 ml 3 6 12 ea 

500 ml. . , 3 3 6 ea 

1000 ml 3 3 6 ea 

Volumetric 

25 ml 2 2 4 ea 

50 ml 2 2 4 ea 

100 ml 2 3 4 ea 

500 ml 1 1 2 ea 

1000 ml 1 1 2 ea 

Forceps 

Dissecting, 5 Inches .... - 1 1 ea 
Tissue, spring, straight, 

5j4 inches - 1 1 ea 

Funnel, glass 
Plain 
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LABORATORIES 



Suggeited 

Quantity 

Ho. of Bedi 

50 100 200 

C B A 



Local 
Raqulnmantl 

Unit Total 
Unit No. Prlta Cost 



30 ml, diameter 50 

mm 6 6 12 ea 

390 ml, diameter 125 

mm. 3 3 6 ea 

Ribbed 
8 ounces, diameter 4J4 

inches 2 2 4 ea 

32 ounces, diameter 7 

indies 2 2 4 ea 

Gauze, wire with asbestos 

center, 5x5 inches 3 6 6 ea 

Holder 

Dish, Pelri I 2 3 ea 

Extension clamp 1 2 2 ea 

Needle, Kolle 1 2 3 ea 

Test tube 1 2 4 ea 

Hone 
Carborundum, 1x3 

inches _ - 1 I ea 

Knife, microtome - 1 I ea 

Oil, Arkansas stone, 1x3 

inches - 1 1 ea 

Jar, glass 
Animal, height 8 inches 1 1 ea 

Copliri 6 12 18 ea 

Culture, anaerobic, com- 

P'ete - 1 1 ea 

Cylindrical, plain, 6x12 

inches 1 2 4 ea 

Specimen, fruit 

!4 pint - 36 36 ea 

1 pint - 36 36 ea 

1 quart - 36 36 ea 

Lamp, glass, alcohol with 

, *kk 1 2 3 ea 

Lifter, Action 2 2 ea 

Loop, inoculating ........ 1 2 3 ea 

Magnifier, folding 1 1 1 ea 

Mortar and pestle, glass, 4 

ounces \ \ 2 ea 

Needle, hypodermic, regu- 
lar Liter 

18 gauge, 2 inches ... 1 2 3 doz 
20 gauge, IK inches .. 1 2 3 dnz 
Pan, glass, balance, 2# 

inches 1 1 1 pr 

Pencil, diamond marking 1 1 2 ea 

Pmchcock, Mohr 3 6 6 ea 

Pipette 
Blood diluting 

J5J. 12 18 24 ea 

.White 18 24 30 ea 

Hemoglobinomcter, 20 

cubic mm 2 4 4 ea 

\ * 1 *** *** I T frt 

Mohr, 2s ml I 2 2 ea 

Oswald 
' ] 3 3 6 ea 

e 2 . 1 " 1 . V 3 3 6 ea 

Seroiogica! 

01 ml., graduated 

0,001 ml 2 2 4 ea 

02 ml., graduated 

0001 ml 2 2 4 ea 

025 ml., graduated 

.00125 ! 2 2 4 ea 

00 ml, graduated 015 

. m \ - 24 36 48 ea 

1 ml, graduated 001 

c ml - 12 24 36 ea 

5 ml., graduated 1 

1 _ ml - 1 6 12 24 ea 

10 ml, graduated 0.1 

v, 1 . .' 6 '2 24 ea 

Volumetric 

? ) 3 6 12 ea 

I ml : 3 3 6 ea 

f n ml : 3 o 12 ea 

JJ m 3 3 6 ea 

ml i 2 2 ea 



LABORATORIES 



Kahn 

Kolmer 

Metal, round for water 

bath 

Wire, 40 hole 

Wood, 10 hole 2 

Rod, stirring, glass as- 
sorted 

Scalpel, blade 1% inches . . 
Scissors 

Bandage 

Straight, 5J4 inches, 1 

point sharp 

Slide, glass, microscope, 
1x3 inches 1 72 in carton 

One concavity 3 

Spatula, flexible steel, blade 

6 inches ( 1 

Stopper, rubber, solid, as- 

sortea 

Strop, knife, microtome, 
honing and finishing .... 
Support 

Burette 

Funnel, 6 funnels ...... 

Stand, iron rectangular 
base, 6x9 inches, rod 
24 inches with rings, 
diameter 3,4,5,6 inches 1 
Syringe, glass, Luer 

10 cc 6 

30 cc 3 

Thermometer 
Incubator, degrees C to 

80 degrees C 

Laboratory, minus 10 de- 
grees C to plus 110 de- 
grees C 

Tongs, crucible, 9 inches . . 

Tripod, iron with rings, 9 

inches high, outside 

diameter of ring 6 inches 

Tube 

Coagulation, 100 tubes . . 
Digestion, graduated, -35 

ml. and 50 ml 3 

Folin-Wu blood sugar . . 6 
Glass, centrifuge 
Babcock, milk, human 2 

15 ml. graduated 12 

15 ml. ungraduated ... 48 

Hematocrit 2 

Sedimentation, blood ... 3 
Test 
Antigen, Kahn, 55x17 

mm 3 

Chemical 

100x13 mm 1 

150x16 mm 1 

Culture, 150x16 mm. . 1 

Kahn, 75x12 mm 1 

Kolmer, 85x15 mm .. - 
Tubing 
Glass 

6 mm. outside diameter 
10 mm. outside diam- 
eter 

Rubber 

54 inch bore, fa inch 
wall for gas and 
water connections . . 24 
Pure gum, 3/16 inch 
f bore, 1/16 inch wall 25 

ITrmometer 2 

Wire, platinum, No. 26 ... I 

Supplies 

Chemicals, Reagents, Diag- 
nostic Agents, Culture Me- 
dia and Miscellaneous Sup- 
plies based on individual 
requirements. 



Suggeitad 
Quantity 


No. 


of 


Beds 




50 


100 200 U 


Jf 


J 


: _A 




3 


3 


6 


ea 


- 


3 


3 


ca 


1 


1 


2 


ea 


1 


1 


2 


ea 


2 


2 


4 


ea 


1 


1 


1 


Ib 


- 


1 


1 


ea 


1 


I 


1 


ea 


- 


1 


1 


ea 


6 


10 


20 


ctn 


3 


6 


6 


ea 


1 


1 


2 


ea 


5 


10 


20 


Ih 


- 


1 


1 


ca 


1 


2 


3 


ca 


1 


1 


2 


ea 



ifttol 
Requirement! 

Unit IMflf 
Unit No. Prlta Coil 



3 ea 



12 
6 



1 1 1 



ea 
ea 



ca 
ea 



1 1 2 vial 



3 
6 

2 
12 
72 

3 

3 



6 
12 

2 
24 
96 

6 

6 ea 



ea 
ea 

ea 
ea 
ea 
ea 



6 ea 



gr 
gr 



1 1 1 Ih 
I 1 1 Ih 



24 36 fi 



25 
4 
2 



ff 
ea 
ft 



MORGUE AND AUTOPSY 



Suggested 

Quantity 

No. of Beds 

SO 100 200 



iota I 
Requirement! 

Unit Total 
Unit No. Price Cot) 



Morgue and Autopsy Room . . 1 

Pixed Equipment 
Cabinet 

Below counter 

Specimen with glazed 

doors 

Clock, electric 



1 1 



1 1 1 

2 2 6 

I 1 1 



Counter, 36 indies high, 
open below 1 1 

Fan, exhaust 1 1 

Illuminator, film, double, 
recessed 1 1 

Hook strip 1 1 

Lavatory, spout outlet 
mounted S inches above 
flood rim, foot, knee or 
wrist control 1 1 1 

Light, operating, minor, 
ceiling hung 1 1 1 

Outlet, central piped sys- 
tem 

Compressed air 1 1 1 

Vacuum-suction 1 1 1 

Panel, view, door - 1 1 

Refrigerator, mortuary 

2 bodies 1 I 

4 bodies - - 1 

Shelf above sink 1 I 1 

Sink, combination instru- 
ment and scrub, goose- 
neck type spout and 
spray, foot, knee or wrist 
control 1 1 1 

Table, autopsy with sink . . 1 1 1 

Major-Movable Equipment 
Cabinet, instrument . . . 

Kick bucket 

Lifter, body 

Scale, autopsy , 

Stool, foot 2 

Stretcher, wheeled 

Suction apparatus, electric 1 1 
Table 

Instrument, Mayo 1 

Steel 

16x20 inches 

30x84 inches 



1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


2 


2 


2 


_ 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


- 


1 


1 



Shower Room - 1 1 

Fixed Equipment 

Bar, towel , , , , 

Hook 

Clo_thes, door, shower 
side 

Strip 

Lavatory, spout outlet 

mounted 5 inches above 

flood rim, foot or knee 

control 

Mirror above lavatory . . 

Receptacle, soap 

Seat, built-in , 

Shelf above lavatory ..... 
Shower and dressing com- 
partment with curtain 

and rod , 

Water closet 

Major-Movable Equipment 
Hamper, linen 

Morgue and Autopsy 

Minor Equipment 

Included under Central 
Medical and Surgical 
Supply Services and 

'Mat needed If central wall suction system i installed, 



- 1 1 

- 1 1 

- 1 1 

- 1 1 

- 1 1 

- 1 1 

- 1 1 

- 1 1 



MORGUE AND AUTOPSY 



Laboratories Minor 
Equipment 
Supplies 

Based on individual re- 
quirements. 



RADIOLOGY 

DIAGNOSTIC 

B 4800 patient examina- 
tions per year 

A 8400 patient examina- 
tion per year 

Radiography, Fluoroscopy and 

Spot Film Room 

Fixed- Equipment 
Cabinet, combination stor- 
age with writing counter 
Door, lead lined, light 

proofed 1 

Emergency call system- 
call station 

Lead lining, or other shield- 
ing material 1 

Light 

Ceiling, fluoroscopic 
Warning, over corridor 

door 

Loudspeaker 

Outlet 

Central piped system 

Oxygen . . . ; 

Vacuum-suction 

Electric . ,.._ 

Intercommunication 

system 

Safelight . * 

Sink, utility spout mounted 
5 indies above flood rim, 
diainboard ... , 

Major-Movable Equipment 

Cart, utility, clean linen . . 
Central piped system acces- * 
sorics 3 
Oxygen 

Flowmeter, complete 
with adapter and 
hose nipple outlet , , 

Humidifier 

Vacuum -suction 
Regulator, gauge, ^ 
gallon bottle, cap 
and hose assembly . . 

Chair, fhioroscopie 

Changer, cassette 

Hamper, linen . . 

Rack, fluoroscopic, apron 

and glove 

Radiographic and fluoro- 
scr n.^ tinU qnot film de- 
vil 
at 



Quantity 
No. of Bads 
50 1OO 20O 



Local 
Requirement* 

Unit Toiol 
Unit Ho. PrieCosr 



B A 



2 4 



'As required l>y National Bureau ol Standards Handbook No. 76, or 
State Laws. 

'Connection Indexed for specific system. 
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Su 
Q 

DIAGNOSTIC so' 
JL 

Microphone, patient corn- 


ageited Local 
janllty Requirements 
of Bedj Unit Total 
100 900 Unit No. Price Coil 

_A 

2 
1 
2 

2 
1 

1 

i 
i 
i 

2 
I 

1 
1 

1 

1 
1 
1 

1 
1 

1 

1 

1 

1 
1 
1 
2 

1 
1 

1 

1 
1 

1 


Suggested local 
Quantity RaqulroniBitfi 
No. of Both Unit Tfl 
DIAGNOSTIC 50 tOO 200 Unit No. PrUa C 

B A 


Fixed Equipment 
Light, red for dark adapta- 
tion 1 4 




Window, view, leaded glass 1 
Major-Notable Equipment 
R.uhographic control unit 1 
Dark Room 1 


Major-Movable Equipment . ~ 
Patients Toilet 2 4 


r'.\i\l Equipment 
Bin storage 
Cassette 1 


Fixed Equipment 
Door, lead lined, light 


Film I 


Emergency call station , , 2 4 
Hook, clothes, door, toilet 
side 2 4 


Gibmet, trash deposit , . 1 
Counter, film loading . . I 
Outlet 
Electric 2 


Lavatory, wrist control . , 2 4 
Light 
Dome with buzzer 2 4 
Red for dark adaptation 2 4 
Rail, grab 2 4 


Intercommunication 


Panel 




Water closet, wall hung . . 2 4 

Major-Movable Equipment 
Receptacle, waste paper 




Hack, film hanger, under 
counter 1 


Kefrif-'ernlmg unit 1 
Retainer, cassette cover .. I 
Si felight 
Ceiling, \vliite ar>l red . 1 
Wall 1 


Technicians Corridor - 1 


Fixed Equipment 
Light, red for dark adapta- 


Sink, utility spout outlet 
nij'in'ei! 5 inches alove 
fl<x>3 rim, rfrainlonrj . , 1 
Tank 
Developing, thermostalic 
mixing val\c 1 


Track, curtain floor to 
ceiling 2 


Major-Movable Equipment . - - 
Technicians Toilet 1 1 


Fixing, thru wall 1 

Maior-$fo:<i ! .>tf Equipment 
Receptacle, uaste, paper 


Fixed Equipment 

Door, lead lined, light 
proofed 1 i 


Light tw* i 


Emergency cad system- 


Fired Eytifnuni 
Door with light proof 

Lower panel ] 


Hook, clothes, door, toilet 
side 1 ] 


Lavatory, wrist control . . 1 1 
Light 
Dome with buzzer 1 
Red for dark adaptation 1 1 
Mirror above lavatory 1 ] 
Rail, grab , ] 


Upper panel ] 


Panel, access 1 


Ught Room i 


Shelf above lavatory 1 1 
Water closet, wall hung . . 1 1 

Major-Movable Equipment 
Receptacle, waste paper 


Drjer, film 1 


Exhaust, film dryer 1 


Illuminator, net film ... 1 
Light, red for dark adapta- 
tion 


Technicians tocber Room ... 1 l 

Fired Equipment 
Locker, built-in 3 4 


Outlet 


Intercommunication sys- 
tem 


Major-Movable Equipment . - - 
Dressing Room i A 


Rack, film hanger, under 
counter ] 


Fixed Equipment 


Tank, washing ... ] 


Light, red for dark adapta- 
tion 3 /j 


Major-Megabit Equipment 

Cutter, film corners l 
Receptacle, trash deposit 1 

Barium Mixing Facilities .... 1 
Find Equipment 

Cabinet, wall, above sink . 1 
Counter, cabinets below . 1 
Outtef. electric ... ] 


Mirror with shelf below . . 3 6 
Track, curtain floor to 
ceiling j 


Major-Movable Equipment 
Chair, straight T f. 


General Storage , . 12 


Fired Equipment 
Cabinet 
Storage* j 


Sink, barium, spout outlet 
mounted 5 inches above 
flood rim, two compart- 
ments i i 


Stik* lZi! red by N * tional Uttr * t Standards, Handbook 76, or 


Major-Movable Equipment 
Mixer, barium ... i i 





DIAGNOSTIC 



Storage with sliding 
doors and adjustable 
shelves .............. 

Shelf, open, for gowns 
Linen hamper space be- 
low ................. 

jStoiage cabinet above .. 
Afafor-Moi'dbfc Equipment 
Hamper, linen .... ....... 

Janitors Closet ....... , ..... 

Fixed Equipment 

Basin, mop service with 
floor chain ............ 

Holder, mop handle ...... 

Shelf, supply .......... 

Major-Movable Equipment 
Truck, mopping, 2 buckets 
with wringer ... ....... 

Doctors Viewing ........... 

t'i,ve(l Equipment 

Illuminator, film, wall 
mounted . ........ , ..... 

Track, curtain floor to 
ceiling ................ 

Major-Movable Equipment 
Illuminator, film, mobile 
stand .... ............. 

Equipment Storage Room ____ 

Pi.vod Equipment .......... 

Major-Movable Equipment 
Radiographic unit, variable 
apertuic collimatot 1 . ,.. 

Film Collection and 

Distribution Room ....... 

I J i.vcd Equipment 
Bin, film sorting ..,,,.,,, 
Counter 

Film sorting ... ....... 

With (rate ............. 

Illuminator, film, flush 

mounted in counter 
Outlet 

Electric .... ........... 

I ntercommunication sys- 
tem ............... 

Telephone ............. 

Pass slot film to 

Radiologist's Office .... 

Technicians Corridor . . 

Major-Movable Equipment 

Cabinet, film filing, five 
units high with vertical 
partitions and doors . . . 

Chair, posture . . . ....... 

Desk, typewriter ......... 

Lamp, desk .............. 

Typewriter ............. , 



Sug netted 

Quantity 
No. of Bed* 
50 100 300 

U A 



"~ tt 



- 2 



Iteitif Iranian ti 

Unit Total 
Unit No, Price Coil 



1 1 
1 1 
1 1 



1 1 

1 1 
1 1 



1 1 



- 1 

- 1 

- 1 

- 1 



- 10 
1 



Radiologist's Office 1 1 

Fixed Equipment 
Bookshelves, 42x14 inches 
Counter, cabinets below 
Door, lead lined, light 

proofed 3 

"/ntercommunication system- 

remofe station 

Lead lining or other shield- 
ing material 3 I 

Outlet 

Electric 4 

Intercommunication sys- 
tem 1 



I - 
- 1 

1 2 



1 



l Ex|>laslon proof equipment it available for use in hazardous areas, 
"Installed for protection, us required by National Bureau of Sljintl- 

ard Handbook 76, or State Laws, when converted to Radiography 

*nd Fluoroicopy Room, 



DIAGNOSTIC 



Telephone 

Major-Movable Equipment 

Cabinet film filing, five 
units high with vertical 
partitions and doors .... 

Cart, temporary, film filing 

Chair_ 

Office, swivel with arms 
Straight 

Desk, offic^, double pedestal 

Dictating machine 1 

Illuminator, film, mobile 
stand 

Lamp, desk 

Stereoscope 



Sued* i fed 

Quantity 

No. of Beds 

30 1OO 200 

__B _A 

1 1 



8 - 

- 1 

1 1 

1 1 

1 I 

I 1 
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Local 
EUqutramont* 

Unit Total 
Unit No. Prtto Coit 



Fi&ed Eguifmenf 

Outlet, electric , 

Track, curtain floor 
ceiling; , 

Major-Movable Equipment 
Chair, straight , 



to 



Radiology-Diagnostic 

Minor Equipment 

Apron, lead rubber 2 

Blocker, lead, set of four . } 
Brush, camel hair, 1 inch, 

flat . . , 

Catiper, metal 1 

Cassette wilh intensifying 
screen 

8x10 inches 2 

10x12 inches 2 

14x17 inches 2 

Clock, interval timer 1 

Gloves, lead rubber, lealher 

covered 2 

Goggles, riiby color, cellu- 
loid . 2 

Hanger, film developing 

8x10 incites 6 

10x12 indies 6 

14x17 Indies <i 

Holder, exposure 

8x10 inches .1 

10x12 inches 3 

Marker, film, improved type \ 
Mixer, barium, electric ... 1 
Paddle, solution mixing . . I 



Reception Room 1 1 

Fixed Equipment 

Clock, electric .......... 1 1 

Emergency call system- 
receiving station 

Outlet 

Electric 

Intercommunication sys- 
tem 

Telephone 

Pneumatic tube station ... - 1 

Major-Movable Equipment 
Cabinet, filing, letter size, 5 

drawer 3 6 

Chair, posture 1 I 

Desk, typewriter 1 1 

Lamp, desk 1 1 

Typewriter 1 I 

Waiting Room \ \ 

Fixed Equipment 

Outlet, electric t 2 

Major-Movable Equipment 

Chair, straight 4 10 

Table, occasional , 1 I 

Waiting Room (Stretcher and 
Wheelchair Patients) , 



- 1 

_ i 
i 

1 

- 3 



2 
1 

I 1 



12 
12 
12 

6 
6 
I 
1 
I 



en 

ea 



ea 

CIl 



4 pr 



ea 



ea 
rn 
en 
ea 
en 



'Telephone dictating system also available. 



DIAGNOSTIC 



Rack, film drying i 

Ruler, transparent, 18 

inches 1 

Sandbag, set of 7 1 

Thermomeler, floating .... 1 

Supplies 

Films, Developing Solu- 
tions, Envelopes and 
Miscellaneous _ Supplies 
based on individual re- 
quirements. 



RADIATION THERAPY 

Waiting Room - 

Fixed Equipment - 

Major-Movable Equipment 
Chair 

Easy, scat and back cush- 
ions - 

Straight - 

Table, wood, 12x26 inches - 

Office 



Suggested 

Quantity 

No. of Bedi 

SO 100 200 

1. A. 

3 



Local 
Requirement* 

Unit Total 
Unit No, PtUe Cait 



ea 

ea 

set 
ea 



Fired Equipment 
Nurses call system 
station 



Equipment 

Cabinet, film filing, five 
units high with vertical 
partitions and doors .... 

Chair 

Posture ...... . .. . ..... 

Straight ............... 

Desk, typewriter ......... 

Lamp, desk .............. 



Linen Closet 



Equipment 

Major'Movable 

Ladder, 2 step with rails 
Rest Room 



Fivcd Equipment 
Nurses call system 

Call station 

Corridor signal light . . . 

Major-Movable Equipment 
Bed, Hollywood., 6 legs . . . 

Chair, straight 

Light, bed 

Table, bedside, 26 inches 
high 

Tollel 

Fixed Equipment 
Hook, clothes, door, toilet 

side 

Lavatory, wrist control . , . 
Light above lavatory . . . 
Mirror above lavatory ... 
Shelf above lavatory ..... 
Water closet 

Major-Movable Equipment 
Receptacle, waste, foot op- 
erated closed top , . 

ssfag Room 

'ived Efftttftnent 

Hook strip 

Mirror above shelf 

Shelf, 31 inches from floor 



1 



- 5 

- 1 
_ 1 

_ i 

_ i 



- - 6 

- - 6 

- - 6 

- - 6 



RADIATION THERAPY 

Major-Movable Equipment 

Chair, straight 

Deep Therapy 

Fixed Equipment 

Cabinet, supply 

Door, lead lined 1 

Radiation protection' 

Window, view, leaded glass 1 

Major-Movable Equipment 
Chair, treatment, non- 
metallic 

Stool 

Foot 

Operators, adjustable, 19- 

25 inches 

X-ray unit, deep therapy 
with control unit 

Control Corridor 

Fixed Equipment 
Counter, 42 inches high . . 

Major-Movable Equipment . . 
Superficial Therapy 

Fired Equipment 

Cabinet, supply 

Door, lead lined 1 

Radiation protection 1 

Window, view, leaded glass 1 

Major-Movable Equipment 
Chair, treatment, nonmetal- 

lic 

Stool 

Foot 

Operators, adjustable, 

19-25 inches 

X-ray unit, superficial 
therapy with control unit 

Examination and Kadium 
Treatment Room 

Fixed Equipment 

Cabinet, instrument 

Sink, combination instiu- 
iiient and scrub, spout 
outlet mounted 5 inches 
above flood rim, spray, 
wrist control 

Major-Movable Equipment 
Receptacle, waste, foot op- 
erated closed top 

Stool, foot 

Table, examining, metal, 
flat top with pad 

Corridor 

Fixed Equipment 

Malar-Movable Equipment 

Stretcher, wheeled 

Wheelchair 

Radiation Therapy 

Minor Equipment 
Included under Radiology- 
Diagnostic Minor Equip- 
ment 

Supplies 

Based on individual re- 
quirements, 



Suggested 
Quantity 
No. of Bods 
50 100 200 



Local 
Requirement.) 

Unit Total 
Unit No. Price Co it 



- - 1 

- - 1 

- - 1 



- - 1 

_ 1 

- 1 

- - 1 

1 

- - 2 

- - 1 



- 1 

1 

- 1 



- 1 



- 1 



- - 1 



- - 1 

- 1 

- - 1 



'As required by Ihc National Bureau of Siandards, Handbook No. 
76, or Slate Laws. 



REHABILITATION 
PHYSICAL THERAPY 
Waiting Room 



1 1 1 



PHYSICAL 
THERAPY 

Fixed Equipment 

Major-Movable Equipment 

Chair, office, arm 2 

Sofa, sectional .....,.,,., 

Office 

Fired Equipment 

Board, bulletin, 26x24 
inches 

Bookshelves ',',','. 

Clock, electric 

Locker, clothes, steel, 
15 x 18 x 60 inches 

Ma for -Movable Equipment 

Cabinet, filing, letter size, 

5 drawer , 

Chair 

Office, swivel without 
arms 

Posture 

Straight 

Desk 

Office, single pedestal . . 

Typewriter 

Lamp, desk 

Typewriter 

Exercise Room 

Fixed Equipment 

Hook, gym mat 

Pulley, assembly ...,,... 

Shelf, 6 feet above floor , 

Shelves, three, 6, 27 and 48 

inches above floor 

Major-Movable Equipment 

Bars 

Parallel, walking, sta- 
tionary 1 

Stall 

Bicycle, stationary ....... 

Hook, gym mat ,....*...._ 3 

Ladder, shoulder abduction, 
arch type 1 

Mat, gym 

Mirror 

Posture, triple, portable 
Wall 

Progressive resistance ap- 
paratus 

Simp, head, Sayre, with 
ceiling attachment 

Steps, exercise 1 

Stool, foot 1 

Supinator-pronafor appara- 
tus 

Table 

24x24 inches 

Treatment examining 
with accessories and 
witli storage space he- 
low 

Weights, pulley 

Wheel, shoulder 



Tolle* 



Fixed Equipment 

Lavatory, spout outlet 
mounted 5 Inches above 
flood rim, wrist control* 

Light above lavatory .... 

Mirror above lavatory . . . 

Ratl, grab 

Shelf above lavatory .... 

Water closet 

Major-Movable Equipment 

Receptacle, waste, foot op- 
erated closed top 



'May be improvised. 

'Foot or knee control may be preferred. 



Suggested local 
Quantity Requirement! 
No. of Bedi unti Tafa 
SO 100 200 Unit No. Price Cjt 

2 3 4 

_ _ i 

1 1 2 

1 1 1 

"? 

1 1 1 

- 1 2 

1 2 .1 

I 
i 

L 

1 2 3 

_ _ i 

1 2 4 
1 1 1 

1 1 1 

- 1 1 

1 1 1 

1 1 1 
- I 1 
- 1 1 
3 3 3 

- 1 1 
1 1 1 

1 1 1 
1 I I 

1 1 1 

1 1 1 

- I I 
1 1 1 

1 1 1 

- 1 1 
1 1 1 

- 1 1 

- 1 1 
- 1 1 
~ 1 1 
- 1 1 
- 1 1 
- 1 1 

- 1 1 


PHYSICAL 
THERAPY 

Corridor i 


Fixed Equipment 
Cabinet, wall l 
Lavatory, spout outlet 
mounted 5 inches above 
flood rim, wrist control' 1 
Shelf above lavatory 1 


Sinkj spout outlet mounted 
5 inches above flood rim, 
drainboard 1 


Major-Movable Equipment 
Hamper, linen 1 


Examination Room 1 


Fixed Equipment 
Outlet, electric, three single 
on separate branch cir- 
cuits, 1 outlet 2-pole, 2 
outlets 3-pole 


Track, cubicle curtain ... 1 

Major-Movable Equipment 
Cabinet, bedside 1 


Chair, straight 1 


Lamp, ultraviolet, general . 1 
Table, treatment, storage 


Therapy Booths 2 


Fixed Equipment 

Outlet, electric, three single 
on separate branch cir- 
cuits, 1 oiittet 2-pole, 2 
outlets 3-pole , ., 


Track, cubicle curtain ... 2 
Major-Movable Equipment 




Diathermy unit, short wave 2 
Generator 


Electrical current for 
producing graduated 
muscular contractions 1 


Lamp 
Infrared 
Luminous 




Small .. 1 






Ultraviolet 
General, portable .... - 


Passive vascular exercise 


Table, treatment with 
storage space below .... 2 


Fixed Equipment 

Bath, whirlpool, arm and 
lee l 






Monorail over Hubbard 


Track, cubicle curtain , . . 1 
Major-Movable- Equipment 
Bath 


Whirlpool, portable .... - 


Stool, operators, adjustable, 
19-25 inclies 1 
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Suggested Local 

Quantify Requirement* 

No. of Beds Unit Tolal 

50 100 200 Unit No. Price Coil 

I 1 



1 1 



! 1 
1 1 



1 1 



1 1 



1 1 



1 1 

i 1 

1 1 

1 1 



1 I 



1 1 



- 1 1 

- 1 1 



1 2 
1 1 



1 2 



1 1 

- 1 
1 I 

1 2 

- 1 



40 



PHYSICAL 

THERAPY 

Linen and Storage Closet . . . 

Fixed Equipment 
Shelves 

Maioi -Movable Equipment 
Ladder, 2-step with rails 

Stretcber and Wheelchair 
Alcore 



Suflfltfttsd 
Quantity 
No. of Bdi 
30 IOO 200 

1 1 1 



1 1 t 

- 2 1 



Fired Equipment 

Malar-Movable Equipment 

Stretcher,- wheeled 

Wheelchair 



Physical Therapy 



Minor 

Clock, interval timer ..... 3 

Crutches, adjustable ...... 1 

Sandbag, set of 7 ........ 1 

Wan<t ....._. ............. 3 

Other equipment included 
under Central Medical 
and Surgical Supply 
Services and Linen Mi- 
nor Equipment see Latin- 
dry 

Supplies 

Based on individual re- 
quirements. 



OCCUPATIONAL THERAPY 

Activity Room ............. 

Fixed Eqntpnient ......... 

Board, bulletin, 26x24 inches 

Cabinet, storage, under 

counter ............... 

Counter, 30 incites high . . 
Shelf above sink 
Sink, non-slaining drain- 
board ....... .......... 

Major-Afovable Equipment 
Bench, work 

Carpentry ............. 

Leather ............... 

Metal ..... , ........... 

Bookcase 1 ............ ; .. 

Cabinet, fifing, Icller size, 

5 drawer .............. 

Chair 

Poafure ............... 

Straight ............... 

Desk, office, single pedestal 
Grinder, electric, bench 

lype ............... 

Lathe, electric ........... 

Loom, weaving, tahle mod- 

el ..................... 

Saw, jig with foot pejal 

attachment 1 ........... . 



Occupational Therapy 

Minor Equipment 
To be selected by 



the 



therapist under llie direc- 
tion of the physician in 
charge. 
Supplies 

Based on individual re- 
quirements, 



'FiJ equipment may be substituted. 
*JIay be improvised. 



Local 

Requirements 

Unit Total 
Unit No. frits Cost 



ea 



6 

3 pt 

3 scl 

7 duz 







II. PARAMEDICAL SERVICES 
Pharmacy 
Medical Records 
Dietary 
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PHARMACY 




Compounding and Dispensing 
Laboratory 



Quantity 
No, at Beds 
SO 100 200 



1 1 1 



Unit Total 
Unit Ha. Price Cost 



acid resisting drainboard 
Tank, resistant glass, dis- 
tilled water, wall 
mounted, capacity 

5 gallons . , 

12 gallons * ; 

Window, dispensing 

Major-Movable Equipment 

Balance 
Counter, capacity 4-}4 



.. 

Prescription 
Class A, sensitivity 2 

ing, 1 

Heavy duty, sensitivity 

15 mg 1 

Cabinet, filing 
Card size, 2 drawer, 3 x 

5 inches 

Letter size 

2 drawer 

5 drawer 

Prescription 

Cart, to accommodate drug 
baskets ............... 

Chair, office, swivel with 

arms 

Desk, office, single pedestal 
Filler for stenle capped 

vials , 

Homogetmer, hand 

Hot plate, electric, double 
element, 3 heat control, 

heavy duty 

Lamp, desk 

Mixer, electric, counter 

type 

Receptacle, waste, foot op- 
erated closed top 



1 



Fixed Equipment 
Bookshelves ............. 2 

Cabinet 
Adjustable shelves ..... 1 

Below, sink .......... , . 1 

Drug, sectional type ... 1 
Drug, sectional type with 

shelf above counter . . 1 
Clock, electric .......... 1 

Counter 

18 inches wide with open 
adjustable shelves be- 
low ................. - 

Cabinets and drawers be- 
low ................. 1 

Open adjustable shelves 
below ^. , ............. I 

Prescription, cabinets and 
drawers below ....... 1 1 

Dumbwaiter ......... .... - 1 

Dutch door ....... ; ...... 1 

Pneumatic tube station ... - 1 
Rack 
Carboy ................ - 

Carboy, above counter . 1 

Graduate, above sitik ... 1 

Filter, above counter . . 1 

Shelf above counter ..... - 

Shelves., adjustable, start- 
ing 18 inches above 
counter .............. , 

Sink, spout outlet mounted 
5 inches above flood rim, 



1 1 



1 1 



1 - 

1 1 



1 
I 

- I 
1 - 
1 2 
1 - 

- 1 



1 2 

1 1 



1 1 - 

\ 

- 1 - 

1 1 1 

1 1 1 

1 1 - 

1 1 - 

1 - - 

1 - - 



1 

1 1 

1 1 

1 2 



'Muat conform to ittte or city minimum requtremeatt. 



PHARMACY 



Suggaitd Local 

Quantity RtqulramanM 

No. of Bed* Unit Total 

JO 100 700 Unit No. Prkft Co>R 



Refrigerator, biological 
drawers 
8 cubic feet ......... 1 

16 cubic feet ........ - 1 

32 cubic feet ...... , . - - 1 

Safe, narcotic ........... 1 1 1 

Stool, operators, adjustable, 
19-25 inches ........... 1 1 1 

Typewriter .............. 1 1 2 

Weights 

Apothecary, J^ grain to 
8 drams, set ......... I 1 1 

Balance, lacquered brass, 
cylindrical body with 
knob, fractionate of 
aluminum, tolerance 
Class C, US Bureau 
of Standards, Metric, 
I mg. to 500 mg., 1 
gm. to 500 gm , set . . 1 I 1 

Actfre Storage Room and 
Manufacturing Area ...... - 1 

Fived Equipment 
Cabinet, below sink ...... - 1 

Counter, cabinets below, 

shelves above .......... - 1 

Rack, graduate, above sink - 1 
Shelves, adjustable, lower 

shelves 24 inches deep. 

upper shelves starting 36 

inches from floor, 18 

inches deep ............ 

Sink, spout outlet mounted 

5 inches about flood rim, 

dralnboard ............ 

SHU. water, capacity 2 gal- 

lons per hour 1 ....... , . 

Tank, resistant glass, dis- 

tilled water, wall mount- 

ed. capacity 5 gallons .. 

Major-Movable Equipment 

Mixer, electric, long shaft 

for tank ............. 

Tank, mixing or storing, 

20 gallons, mounted on 

stand witli casters ..... 

Alcohol Vault ............. 

Fixed Equipment 
Shelves, metal, planing 42 
inches above floor ..... 
Vent, inlet ajid outlet . 

Major-Movable Equipment 

Pump, drum alcohol ..... 
Parenteral Solution Laboratory 



- 1 

- 1 



1 1 
I \ 



Equipment 
Cabinet 
Adjustable shelves ..... 

Below sink ............ 

Below two compartment 
sink . . .............. 

Storage, open, adjustable 
shelves ........ , ..... 

CJeatier, bottle, pressure 
type .................. 

Counter 

Cabinets and drawers 
below ............... 

Open below . .......... 

Pan, drip with waste con- 

nection in counter top . . 

Rack, bottle ............. 

Sink 

Distilled water rinser, 
ornit hot and cold 
water supply ........ 

Spout outlet mounted 5 



Required if Parenteral Solution Laboratory is omitted. 



- 1 1 

- 1 1 

- 1 1 

- 3 3 



Suggested 
Quantity 
No. of Bods 
50 100 200 



PHARMACY 

inches above flood rim, - - 1 
two compartments ... - 1 

Sterilizer, pressure, corro- 
sive resistant, 24x26x48 
inches with loading car- 
riage find cradle ........ - 1 1 

Still, water, capacity 
5 gallons per hour .... - 1 
10 gallons per hour ... - - 1 

Tank, resistant glass, dis- 
tilled water, wall mount- 
ed, capacity 12 gallons .-22 

Major-Movable Equipment 

Balance, metric solution 

with sliding poise and 

tare beam 1 ............ - 1 

Cart, flask, draining ..... - 1 1 

Filler for sterile capped 

vials ............... ,. . - 1 1 

Hot plate, electric, double 

element, 3 heat control, 

heavy duty ............ - 1 1 

Meter, conductivity ...... - 1 1 

Oven, sterilizing, counter 

type, 24 x 14 x 14 inches - - \ 
Pump, suction and pres- 

sure with gauges ...... - 1 1 

Receptacle, waste, foot op- 

erated closed ton , ...... - 1 1 

Stool, operators, adjustable. 

19-25 inches ........... - 1 1 

Minor Equipment 

Burette, measuring for 
parenteral solutions 

1000 cubic centimeter 2 - 

Standard set ........ - - S 

Bushing, rubber, for flask - 144 200 
Closures for flask ...... - 144 200 

Filter, glass, fritted, 600 ml - 2 2 
Flask, glass, heat resistant 
graduated 

500 cubic centimeters - 50 100 

1000 cubic centimeters - 100 200 

Holder, flask ............ - 12 24 

Tag,_ flask, identification 
stainless steel ......... - 48 96 ea 

Manufacturing Laboratory ... - - I 
Fixed Equipment 

Cabinet, below two com- 
partment sink ........ - - 1 

Cabinets, adjustable shelves 

Counter, cabinets and 
drawers below ..... - - I 

Outlet, hot and cold wafer - - 1 

Rack, filter .............. - - 1 

Sink, spout outlet mounted 
5 inches above flood rim, 
two compartments, drain- 
board . ................ - _ i 

Still, water, capacity 2 gal- 
lons per hour .......... - - ] 

Tank, resistant glass, dis- 
tilled water, wall mount- 
ed, capacity 12 gallons . . - - 1 

Major-Movable Equipment 

Balance, counter, capacity, 
4-tf kg,' .............. - - i 

Filter press, suction pres- 
sure type, approximately 
2-5 gallons per minute, 
mounted on casters .... - _ \ 

Hot plate, electric, double 
element, 3 heat control, 
heavy duty ............ - _ i 

Mill, colloidal .......... _ _ ] 

Mixer, electric, 
long shaft for tank ____ - - \ 

Receptacle, waste, foot op- 

'Must conform to state or city minimum requirement! 



Local 
RnquWniantj 

Unit Total 
Unit No. Prte Co* 1 



ea 
set 
ea 



ea 
ea 
ea 
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PHARMACY 



Suggested 

Quantity 

Mo. of Beds 

50 TOO 200 



Local 

Requirements 

Unit Tola! 
Unit No. Trlco Cast 



crated closed top - - 1 

Tank, mixing or storing;, 
20 gallons, mounted on 
stand with casters - - 2 

Active Storage Room - - ] 

Fived Equipment 
Locker, clothes, steel, 15 x 

IB x 60 inches - ] 

Rack, barrel - - 1 

Shelves, adj ustable, lower 

shelves 24 inches deep, 

upper shelves starting 36 

inches from floor, 18 

inches deep - 

'Major-Movable Equipment . ~ 
Office and Library _ - j 

Fixed Equipment 
Panel, glass - - \ 

Major-Movable Equipment 

Bookcase 1 , - _ \ 

Cabinet, filing 
Card size, 2 drawer, 3 x 

5 inches , _ _ 1 

Letter size, 5 drawer . , - - 2 

Chair 

Office, swivel with arms 1 

Straight - - 1 

Desk, office, double pedes- 
tal _ _ l 

Lamp, desk - ~ l 

Rack, magazine - - 1 

Table, office, 24x36 inches - - 1 

Pharmacy 

Minor Equipment 

Basket, drug, 6 compart- 
ments 2 4 8 ea 

Beaker, glass, low form 
with spout 

50 ml 3 3 3 ea 

150 ml 3 3 3 ea 

250 ml 3 3 3 ea 

600 ml 2 2 2 ea 

1000 ml 2 2 2 ea 

Bottle, glass 

2 gallon 4 6 10 ea 

Carboy, 5 gallons 2 4 8 ca 

Heat-resistant, 9-liter 
with two-way valve 

and clamp - - 1 ea 

Brush, bottle 6 6 6 ea 

Burner, Bunsen 2 2 2 ca 

Dish, porcelain, evapora- 
ting with pour out 

150 ml., diameter 100 

mm 2 2 2 ea 

385 ml., diameter 145 

mm 2 2 2 ea 

File, prescription, binder 

and box to hold 1000 ... 2 2 2 ea 
Flask, glass, Erlenmeyer, 
narrow mouthed 

125 ml 2 2 2 ea 

250 ml 2 2 2 ea 

500 ml 2 2 2 ea 

Heat resistant, gradu- 
ated 

500 cubic centimeter - 50 100 ea 
1000 cubic centimeter - 100 200 ea 
Funnel 
Glass 
Plain 
30 ml., diameter 50 

mm. 1 1 1 ca 

120 ml., diameter 90 

mm. 1 l 1 ea 

Ribbed 

Approximate capac- 
ity 2 ounces, di- 

J Fbced equipment may be substituted, 



PHARMACY 

ameter 2-J< inches 
Approximate capac- 
ity 4 ounces, di- 
ameter 3>Yt inches 
Approximate capac- 
ity 8 ounces, di- 
ameter 4# inches 
Approximate capac- 
ity 32 ounces, di- 
ameter 7 inches . 
Metal 

Approximate capacity 
4 ounces, diameter 

3-g indies 

Approximate capacity 
8 ounces, diameter 4 

inches 

Approximate capacity 
16 ounces, diameter 

6-J^ inches 

Graduate., glass, conical 
double scale 
5 ml. and 60 minimi 



Suggested Local 

Quantity RequlramantJ 

No. of Beds Unit Total 

50 1DO 200 Unit No. Price Cait 



1 



1 1 ea 

1 1 ea 

1 1 ea 

1 4 ea 

1 1 ea 

1 1 ea 

1 2 ea 



3 



10 ml. and 120 minims 3 



3 ea 
3 ca 



3 
3 

2 3 ca 

3 3 ea 
2 2 ea 



1 


1 


ea 


1 


2 


ea 


1 


1 


ea 


t 


1 


ea 


1 


2 


ca 


1 


2 


ea 


1 


1 


ea 


1 


1 


ea 


1 


1 


ea 


1 


1 


ea 


1 


1 


ca 


1 


I 


ca 


1 


1 


ea 



60 ml. and 2 ounces . . 3 
125 ml. and 4 ounces . 3 
250 ml. and 8 ounces . 2 
500 ml. and 16 ounces 1 
1000 ml. and 32 ounces 1 
Holder, label, typewriter . 1 
Machine, numbering, re- 
peat movement 1 

Measure, metal, graduated, 
double scale 

500 ml. and 16 ounces 1 
1000 ml. and 32 ounces 1 

Moistener, label . , . , 1 

Mold 

Suppository compressor 1 
Tablet, triturate ........ 1 

Mortar and pestle, glass 

2 ounces , . 1 

4 ounces 1 

8 ounces , , 1 

16 ounces 1 

Mortar, wedgewood, mid 
pestle, wooden handle 
No. 0000, capacity 60 

ml l 1 ! ea 

No. 00, capacity 150 

ml 1 1 1 ea 

No, 1, capacity 300 ml. 1 1 1 ea 
No, 3, capacity 770 ml. 1 1 1 ea 
No. 5, capacity 1650 

ml .'.. - 1 1 ea 

Percolator, graduated* mct- 

r\c, 2000 ml. 4 pints ,1 1 1 ca 
Pipette, measuring, desired 

size v . ... 1 1 1 ea 

Punch, prescriplioii 1 1 1 ea 

Rack, test tube, wood, 10 

hole ._ 1 1 1 ea 

Register, narcotic and ex- 
empt narcotics , 1 1 1 ea 

Rod, stirring, glass or 
compos! t ion, assorted 

lengths 1 1 1 set 

Scoop 

No. 1, approximately 110 
mm. x 65 mm. ...... 1 1 1 ea 

No. 2, approximately 120 

mm. x 70 mm. 1 1 1 ea 

No. 3, approximately 150 

mm. x 95 mm 1 1 1 ea 

Sieve, brass or copper wire 
cloth, diameter 8 inches 

No. 20 1 1 1 ea 

No. 40 1 1 1 ea 

No. SO 1 1 1 ea 

Slab, ointment, 12 x 12 

inches 1 1 1 ea 

Spatula 

Flexible steel blade 
3 inches I 1 2 ea 



PHARMACY 



Suggested Local 

Quantity Requirement! 

No. of Beds Unit Total 

50 100 300 Unit No. Price Cost 



4 inches 1 1 2 ea 

6 inches 1 1 2 ea 

8 inches _. 1 1 2 ea 

Hard rubber or composi- 
tion t blade 

6 inches 1 1 2 ea 

8 inches 1 1 2 ea 

Support Bland, iron rectan- 
gular base, 6 inches x 9 
inches, rod 24 inches 
with rings, diameter 3, 4, 

5, 6 inches 1 1 1 ea 

Thermometer, general pur- 1 1 1 ea 
pose 

ASTM, E1 (1C-39) 
20 degrees to +150 

degrees C 1 

ASTM, El (2C-39) 
5 degrees to +300 

degrees C r . 1 

Tripod, iron with ring, 
height 9 indies, outside 
diameter of ring, 6 inches 11 1 ca 
Tube, test, chemical, 125 

mm. x 16 mm 12 12 24 ea 

Water bath, round, copper 
with rings, diameter 6 

inches 1 1 1 ea 

Wire gauze, asbestos cen- 
ter, 6 inches square .... 1 1 1 ea 

Supplies 

Drugs, Chemicals, Biologl- 
cals, and Miscellaneous 
Supplies based on indi- 
vidual requirements. See 
"American Hospital For- 
mulary Service," 



1 1 ea 



1 1 en 



MEDICAL RECORDS 



Medical Records 



1 1 1 



Fixed Equipment 

Clock, electric 1 

Pnciimatic tube station .... - 
Major-Movable Equipment 
Cabinet, filing 
Card size, 2 drawer 

3x5 inches 5 

5x8 inches 5 

Open shelf, 8 shelf 1 ... 4 
Visible card index, 13 

drawer, 5x8 inches . , \ 1 
Chair 

Posture 1 1 

Straight 2 2 

Desk 
Office, double pedestal . - 1 

Typewriter 1 1 

Dictating machine* ] 

Dictating and transcribing 

machine* 

Lamp, desk , 

Stand 

Cabinet, filing, card size, 
2 drawer 
3x5 inches 1 



1 I 
I 1 



10 20 
JO 20 
9 16 



1 1 



5x8 inches 

Typewriter 

Table, office, 34x60 inches 

Typewriter 

Typewriter, 38 inch car- 
riage 

cfors Dictating Room .... 
'ted 



1 1 1 
- 1 1 



f open shelf also available. 

lone dictating system also available. 



Suggested lo<] 

Quantity Requirement* 
No. of Beds Unit Total 

50 100 200 Unit No. Prtee Coil 



RECORDS , 

Major-Movable Equipment 

Chair, straight 

Dictating machine* 

Table, oltice, 34x60 inches 



DIETARY* 

A-80 to 125 meals at peak 

(noon) period. Va.of 

B-180 to 280 meals at peak so- 100- 200- 

(noon) period. " 393 

C-380 to 430 meals at peak -A -1 -i 
(noon) period 

Centralized Service 

Receiving .... .............. 1 1 1 

Fixed Equipment 

Counter, standup desk or 
shelf, 21 inches long, 18 
inches wide, 42-46 inches 
high ................... 



Major-Movable Equipment 

Scale, platform, portable, 
beam type, capacity 1000 
pounds with 8 ounce 
graduations ........... 

Stool, adjustable with 
back, 22-33 inches ..... 

Table, utility, 1 tinder-shelf, 
locldng casters, 30 x 24 
inches ................. 

Truck, platform, 4 wheels, 
48 inches long, 24 inches 
wide 12 to 14 inches high 



1 1 1 



1 1 1 
1 1 1 



1 1 



I 1 1 



1 
1 

1 2 
1 1 

1 1 



1 1 



Storage 
Day .................... 1 1 1 

Fixed Equipment 
Cabinet ................. 1 1 1 

Ventilator at ceiling ..... 1 I 1 

Major-Movable Equipment 

Can, 20 gallon with cover 333 
Dolly for can ............ 1 

Ladder, 2 step with rails I 
Shelves metal, adjustable, 
locking casters ......... 

Truck, slielf type ..... .,. 

Nonfood . . ................ 

Pived Equipment 
Ventilator at ceiling ...... 1 1 1 

Major-Movable Equipment 

Shelving, metal, adjustable, 
locking casreis . .. , ..... 

Refrigeration (frozen and 
chilled foods for 7-day term 
storage) 

Dairy, fruit and vegetable, 
and meat 

Fixed Equipment .......... 

Major-Movable Equipment 
Cabinet, frozen food stor- 
age, reach-in, 40-45 cubic 
feet, net capacity ....... 

Refrigerator 

Reach-in, 40-45 cubic 
feet, net capacity .... 

Shelving, metal, adjust- 

able, locking casters . . 

Walk-in, 150 cubic feet, 

net capacity .......... 



1 2 4 



233 



1 



"For more detailed information in planning this department see 
Public Health Service Publication No. 930-C-II, Hospital Dielary 
Services, A Planning Guide. 

'Telephone dictating system also available. 



DIETARY 

Food Production 

Vegetable and Salad 

Preparation 

l-ifcd Equipment 
Disposer, waste, institu- 
tional si/c with pi ei fuse 

spi ay 

Sink, two diainboaids each, 
i-onipariinenl 24x24x12 
inches 

I commitment . . . 
? 



Suggested 
Quantity 
No. of Bods 
50. 100- 200- 
73 150 225 
ABC 



Local 



\hi\ot -tdomblc l',t]itititcitt 

Blender, clccttic 

Can, waste, with covei , 
20 gallons 

Cutler, food, bowl di.ini- 
ctor 14 indict, \vitli 
stand 

Dolly foi can with covci 

llxli.ictor, juice, elect tic 

Upenci, c,m, elcthic, 
liciivy duty 

Peeler, poi table, capacity 
15 pounds pei minute . 

Rack, tool 

Scale, portion 

Stool, adjustable with 
back, 22-23 inches . . 

Table, preparation, 1111- 
der-shelf, locking cast- 
ers, 30x72 inches . . . 

Modified Diet and or Nourish- 
ment Preparation 

Fixed Equipment 

Sink, [wo drainboai ds, 2 
compartment 24 x 24 >. 

14 inches 

Maftn -JV<mi')/<: Equipment 

Bin on casteis 

T.ililc, undcTslieif, lot. Icing 

castm 

30 x 48 inches 

JO x 60 inches 



Cooking and Baking 

1'iM'il f-.qitipinrtit 
Board, bulletin 26x24 

inches 

Extinguisher system for 
grease files in hood? and 

ducts 

Fountain, ill inking 

Grease trap 01 interceptoi . 

Hood and fan, ventilating 

with removable filters , . 

Kettle, steam jacketed, tilt 

t\pes swinging water 

spout 

Floor mounted or 
cantilcvered capacity 

20 gallons 

Table or counter 
mounted, capacity 20 

quarts 

havatoiy, spout mounted 5 
inches above flood rim, 

wrist control 

Mixer, food, floor-mounted, 
capacity 30 to 60 quart, 
12-quart bowl, meat 
grinder, chopper and other 
attachments, intei change- 
able hubs 

Oven, capacity two 18x26 
inch pans 

Bake, single deck .... 
Roast, double deck, one 



Unit Totol 
Unit No. Prlca Coil 



1 1 1 



1 1 1 



1 ! 



1 I 



- 1 



- 1 1 

1 1 1 

1 1 1 

I 1 I 

1 1 1 

1 1 I 

1 1 1 



1 1 1 



1 1 1 



1 1 1 

2 2 2 

111 



I 1 



DIETARY 



iciiiovable shelf .... I 
Range, fiy, hot and open 
top 
1 section 1 



Suggested Local 

Quantity Requirament* 

No. of BecU Unit Total 

50- 100- 200 Unit Ha. Prle* Co*t 
75 ISO 225 
ABC 



Shelf above lavatory 

Spreader, plate 

Sieamcr 

1 compartment, 100-150 
meals per hour ...... 

2 compartment, 200-500 
meats per how 

Table, cooks, 2 drawers. 
Sink and mulershelf 

30 x 60 inches 

30 x 90 inches . . 

Maii)r-A?t>i'(iblc Equipment 

Bin, roll under, for balctis 
table 

Broiler 

1 deck 

i deck 

Cabinet, irnzen food stor- 
age, reach-in 
25-30 cubic feet, net ca- 
pacity ,. 

70-75 cubic feel, net ca- 

pacily 

Ci usher, can-bottle ...... 

KxlinRiiisticr, fiie, COj . , 

l r iyer, deep fat 

15 pound capacity 

25-3R pound capiicitv . . 

Mixci . fond, bench type. 
20 i|ii<ul capacity, 12 
(limn bowl on open shell 
stand, Inclanjf cartel s, 
tne.it j-nndei, choppei 
and othei attachments, 
inteicIiange.iHlc Imhs . 

Rack 

Bread, stovage , 

Cooling with casiers, 24x 

18\72 inches 

L'tetisil, stoiagt 

Receptacle, waste, foot op- 
erated! closed top for lav- 
atory 

KefiigL'iAtnr, re ,i c h - i n , 
hake, confv and vahtil 
20 cubic fed, net capac- 
ity 

'10 cubic feet, net capac- 
ity 

Scale, bakeis, faie htMin. 
capacity 16 pounds .... 

Shelving, food file and roll 
out and gravity feed . . . 

Slicer, food, electric with 
stand 

Stand for bioilci, open be- 
low 

Table 

Baker, two drawcis, 1 
shelf above, open below 

for bins , . 

30x72 inches 

30x90 inches 

Cook, undc] fhelf, 36x60 

niches 

Utility 1 undcrslielf. lock- 
HIK casters, 30x24 inches 

Truck, shelf type 

Tray Set-Up, Serving and 
Distribution 



Fixed E 

Clock, electric 

Coftec maker, stand 
Twin urn, 3 gallon ca- 
pacity each, water 



2 2 

2 - 

- 2 

1 I 

I 1 

I I 



I 

1 1 



2 3 
1 1 



I 1 



- 1 1 

1 - - 



3 3 .1 



1 2 ] 



1 1 
1 1 



1 1 



I 1 



I 1 
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DIETARY 



Suggeited Lotol 

Quantity Requlramonti 

No. of Beds Unit To to I 

50- 10O- 200- Unit Mo. Pries Co ft 
75 150 225 
ABC 



chamber 6 gallon ca- 
pacity 1 t 

Twin urn, 8 gallon ca- 
p.icity car h, water 
chambei 12 gallon ca- 
pacity - _ I 

Conveyor, tray 
Horizontal, assembly. 

open type - i l 

Vertical, ascending- de- 
scending type - -. 2 

Dumbwaiter - \ \ 

Intercommunication s y s- 

tem to patient floors ... 1 ! 1 
Machine, iceinakmg and 
dispensing 1 1 1 

Major-Movable Equipment 

Cabinet, ice cream, upright 

10 gallon capacity ... 1 
20 gallon capacity ... - 1 1 
Conveyor, tray, unheated, 
enclosed, capacity 20- 

24 trays 2 4 

Dispenser 

Flatware, 4 compart- 
ment 1 2 4 

Self-leveling with lock- 
ing casters 
Heated 
Bowl 

2 compartment, ca- 
pacity 6 dozen 1 
4 compartment, ca- 
pacity 12 dozen - 1 2 
Cup -saucer 
2 compartment, ca- 
pacity 6 dozen I 
2 compartment, ca- 
pacity 12 dozen - 1 2 
Dish, vegetable 

1 compartment, ca- 
pacity 6 dozen . ]' - 

2 compartment, ca- 
pacity 12 dozen -12 

Plate 

1 compartment, ca- 
pacity 6 dozen 1 

2 compartment, ca- 
pacity 12 dozen - 1 

4 compartment, ca- 
pacity 24 dozen - - I 
Un heated 

Dish, dessert 
t compartment, ca- 
pacity 6 dozen . 1 
2 compartment, ca- 
pacity 12 dozen _ 1 2 
Glass, rack 20x20 
inches, capacity to 

16 dozen 1 1 1 

Plate, bread-salad. 2 
compartment, ra- 
pacity 12 dozen .-2 24 
Tray, 14x18 inches, 
capacity 7*4 to 12- 

Yt dozen 1 1 1 2 

Holding- units, food, elec- 
tric table type with in- 
serts and locking casters 
Cold food, refrigerated 

section 1 1 2 

Hot food, heated sec- 
tion 1 t 2 

Oven, heated disc with dis- 
penser - 1 1 

Refrigerator, 20 cubic feet - I 1 
Table 

Tray assembly 1 - 

Tray set-up I 1 1 

Utility, 1 nndersheJf, 
Jacking casters, 30x24 
inches 2 3 S 



DIETARY 



Suggested Local 

Quantity Require rtisnti 

No. of Bads Unit Total 

SO- 100- 20O-Unlt No. Price Coil 
75 150 225 
ABC 



Toaster, electric, heavy 
duty, 4 slice 1 2 2 



Cafeteria-Dining Areas 1 1 

Fived Equipment 

Back bar, open shelves 
below 1 1 2 

Board, menu 1 1 1 

Clock, electric 1 1 1 

Cold pan unit I 2 

Conveyor, to Dishwashing 
room gravity type with 
trough " 1 I 1 

Counter, serving table type 

with open base liclow . . 1 1 1 

Fountain, drinking, electric 

cafeteria type 1 1 1 

Griddle, flush with counter 

top with exhaust fan . . 11 

Panel, glass 1 2 2 

Partition, folding 2 

Railing 1 1 

Shelf, serving, panel and 
glass protector 1 1 2 

Shelves, glass, display 3 3 3 

Sink, counter, open 
shelves below ., 1 1 2 

Slide, tray l l ] 

Table, hot food, waterless 
with interchangeable in- 
serts, 24x48x30 inches . . 12 

Warmer, food, pass- 
through to cooking area 1 1 

Major-Movable Equipment 

Cabinet, ice cream, upright 

10 gallon - 1 - 

20 gallon , - - ! 

Case, pastry, stand - - 1 

Cash register 1 ] 

Chair, dining 24 48 96 

Coffee maker, vacuum type, 

S elements 1 1 2 

Dispenser 

Cream, capacity 2 quarts - 1 2 
Flatware. 4 compartment 1 112 
Self -leveling 
Heated 

Bowl, 2 compart- 
ment capacity 

6 dozen 

Dish, vegetable or 
dessei t 

1 compartment, 

capacity 6 dozen 1 1 _- 

2 compartment, 

capacity 12 do?.. - - I 
Plate 

1 compartment, 

capacity 6 dozen I I 

2 compartment, 

capacity 12 doz - - I 
Unheated 

Dish, vegetable 01 
dessert 

1 compartment. 

capacity 6 doz. 1 1 

2 compartment. 

capacity 12 doz. 1 

Plate, bread-salad, 2 
compartment, 

capacity 12 dozen - J 2 
Dolly 

Cup 1 I l 

Glass 1 1 l 

Tray racks 1 1 2 

Rack, coat, shelf above .,1 1 2 
Refrigerator, reach- in 
20 cubic feet, net capac- 
ity - 1 1 

40 cubic feet, net capac- 



1 2 



ity 



1 
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Suggested Local 

Quantity Requirements 

No. of Bods Unit Total 

50- 100- 300- Unit No, Price Cost 
75 ISO 225 

ABC 



Serving unit, hot-cold food 1 
Stand, folding tray ...... 1 

Table, dining, 48x48 inches 6 
Toaster, electric, heavy 
duty, 4 slice 

1)3 sli washing 

Fixed Equipment 

Conveyor, tray 

Horizontal, tray-dish 
rack handling from 
soiled dish table ..... 
Vertical descending type 
Dishwashing, machine, au- 
tomatic, lloor model, 20 
x 20 inch racks with 
booster heater, detergent 
dispenser, rack return 
conveyor, rinse injector 
and splash gimid, wash 
and rinse thermometer 
Conveyor type, single 
tank, capacity 150- 
216 racks per hour . 
Door type, automatic 
single lank, capacity 
35-50 racks per 

hour 

Racklcss type 

Disposer, waste, icmovable, 
a d j u stable, flatwaic 
guards, pre-fiush assem- 
bly, institutional size, in 

soiled dish table 

Hood and fan, ventilating . 

Lavatory, spout outlet 

mounted 5 inches above 

flood rim, foot, knee 01 

elbow control 

Partition, glass above wain- 
scot 

Shelf above lavaioiy 

Sink, utility 

Table, disli 

Clean, rolled rim edge, 

shelf above, 4-5 racks 

Soiled, sink type, shelf 

above and below 



2 
12 



Major-Movable 

Can capacity, with covet 

20 gallon 

Dolly 

Can 

Cup 

Glass 

Tray rack 

Rack, dish washing machine 
Bowl, 20x20 inches, open 
Ct earner, 6x10 inches, 24 

compartment 

Cup, 20x20 inches, 20 

compartment 

Flatware, 12^x6 inches, 

8 compartment 

Glass, 20x20 inches, 36 

compartment 

Plate, 20x20 inches, 9 

compartment 

Tray, 20x20 inches, 8 

compai tment 

Sink, soak, two compart- 
ment, locking casters . . 
Truck, metal, adjustable 
shelves, locking casters . 

I 1 o( wash hip; 

Fixed Equipment 

Disposer, waste, institution- 
al size, pre-rinsc spray , . 

Heater, booster, hot water 
line attachment 



3 
24 



1 1 



1 1 1 



1 - 



1 1 1 



1 1 



1 1 1 



1 1 1 



2 2 

1 2 

1 1 

2 2 

4 

4 8 

10 17 

2 3 

6 12 
6 
6 

2 2 

1 1 



1 1 1 
1 1 ' 



DIETARY 



Suggested 

Quantity 
No. of Bads 
50- 100- 200- 
75 150 225 
ABC 



Requirement! 

Unit Total 
Unit No. Price Cost 



Partition, ghiss above 
wainscot 1 1 2 

Shelf above sink 1 1 1 

Sink, 2 drainboards, 3 com- 
partments 30x24 inches 
and 12-16 inches deep, 
one with dial thermom- 
eter 1 1 I 

Washer, automatic, pot and 
pan, rack type, single 
compaitment 1 1 1 

Major-Movable Equipment 
Can, with cover, capacity 

20 gallon 1 2 2 

Dolly for can 1 I 1 

Rack, pot. shelving, metal 
adjustable shelves, lock- 
ing casters 

24x32x60 inches 1 - - 

60x30x60 inches 1 2 3 

Washer, pot and pan, 
mechanical Imisli ..1 1 1 

Housekeeping Operations and 
Maintenance 

Janitors Area 1 1 1 

Vixed Equipment 
Basin, mop seivice with 
floor drain 1 1 1 

Holder, mop handle 2 



Shelf, supply 1 

Major-Movable Equipment 
Truck mopping, 2 buckets, 

wringer 1 

Vacuum, c!eancr,_ wet-dry, 
10-gallon capacity - 

Linen Storage 1 

Clean 

Fixed Equipment - 

Major-Movable Equipment 

Cart, utility, 20 x 36 

inches 

Soiled 

Fixed Equipment 

Major-Movable Equipment 

Receptacle, foot operated, 

closed top 

Trash and Can Wash Room . . 

Fixed Equipment 

Washer, can 

Major-Movable Equipment 

Can with cover capacity 
20 gallon 

Dolly for can 

Rack, can, locking casters 

Cart Wash Room 

Fixed Equipment 

Outlet, steam and hot wa- 
ter 

Major-Movable Equipment 

Ice Manufacture , 

Fivcd Equipment 
Ice making machine, auto- 
matic, self-dispensing 
500 pound capacity . . 
1,000 pound capacity . 
2,000 pound capacity . 
Major-Movable Equipment 

Office 

Fixed Equipment 



1 1 



1 1 1 



1 1 1 



1 1 1 



1 1 



- 1 



1 1 2 



WIvTAUY 



Quantity Requirements 

No. of Barf* U"!t IQID 

SO- 100- 200- Unit No. Prke Cost 
75 150 MS 
ABC 



Board, bulletin, 26x24 
inches ............... 

Counter, open belov. 1 
Locker, clothes, steel 

15 x 18 x 60 inches . 
Panel, glass ....... v -- 

I'neuinatic lube station. 



Hook-case ........ 

Cabinet, filing 
Card size, 2 drawers, 



' 



Letter size, 5 drawer .. 1 

Oilaihtor, listing . . - ' 
r-i?e, map for holding 
large etlii'Vtional material 1 
Oiair 
Office, swivel with arms 1 


1 
1 

1 

1 

3 


2 
1 

1 

2 

4 


Desk, office, single pedestal 1 


2 
] 


3 

.1 




1 


1 


Table! 24x42 inches .... 3 


1 
1 


1 
1 


Personnel Faciitfies 
Metis Toilet 1 




1 


I.jqlit al(v,e lavatory .... 1 
Mirror atwe lavtary ... 1 
Partition, metal. 1 fcot 


1 
'\ 


1 
1 

1 


Shelf ?l*rte hvatorv ... 1 
TJnn-il 1 


1 


1 


Water cloiet - 1 


1 


1 



lo-.vd 
Wonieas Toilet 



e, uaste, foot op- 
closeJ lop, paper 




1 1 



i 1 

I 1 

1 1 

1 1 



Diefary 



Heater, rutary, manual, 

commercial type .. . 
Tlv>r,| nittintr, hardwood 

or synthetic material 

lOxIfix'Ji inches 

Brush 

Pastry 

Pot 

Urn 

Vegetable 6 

Canister, as=orted sizes ... 1 

Casserole, individual 

Chopper 

Food, hand 

Mral, manual, capacity 

3 pounds 

Colander, metal. \f> inrhe 1 ? 

Torer, peeler 2 

Cup 



Receptacle, nastc, foot op- 
erated il> jed top, paj't'i 
ton el . 2 2 3 



-1 ea 



1 


2 


2 


ea 


1 


1 


1 


ea 


2 


2 


.1 


ea 


1 


2 


3 


ea 


6 


6 


6 


ea 


1 


2 


4 


set 


9 


18 


25 


doz 


1 


1 


1 


ca 


1 


3 


1 


ea 


I 


1 


1 


ea 


2 


2 


2 


ea 



DIETARY 



Quantity 

No. of Bods 

SO- 100- 200- 

73 ISO 22S 

ARC 



Local 
Roqulramanti 

Unit lolal 
Unit No. PHco Colt 



Custard 



\2 25 50 doz 



Measure, metal 

1 cup 

1 pint 

1 quart 

Cutter, metal, 

Biscuit 

Doughnut 

Salad, manual, slicing, 

shielding, or grating 

cone, lOtaiy type .... 

Dispenser 

Flatware, counter type, 

4 compartment 

Napkin 

Extractor, juice, manual . . 
Fork, cook 

12 inches 

14 inches 

20 inches 

Funnel, metal, capacity 

1 quart 

Holder, tray card 

Knife 

Boning, blade 6 indies . 
Bread, serrated, blade 10 

inches 

Butcher, blade, 12 inches 
Chopping or mincing, 
double blades ........ 

French, blade 10 inches . 

Grapefruit 

Paring - - 

Sabatier, heavy, blade 14 

inches 

Slicing 

12 inch blade, electric 

14 inch blade 

Ladle, stainless steel 

2 ounces 

4 ounces 

6 ounces 

8 ounces 

16 ounces 

Machine, patty, manual . . . 

Masher, heavy duty 

Mold, small, diameter 

3 inches 

Openei, 

Bottle, manual 

Can, manual 

Table model, heavy duty, 

adjustable 

Pin, rolling, hardwood 
heavy duty, revolving 

handle 

Pitcher, metal, capacity 3 

quarts 

Scoop, metal with handle 

32 ounces 

Disher, spiing type 
No. 6, capacity 2/3 cup 
No. 8, capacity J / 3 cup 
No. 10, capacity 2/5 

cup 

No. 12, capacity 1/3 

cup , 

No. 16, capacity YA 

cup 

No. 20 

No. 24 

No. 30 

Scraper, bowl, flexible, 
nonmetallic hlade, 7 

inches wide 

Shaker 

Pepper 

Salt 

Shears, steel, 

8 inches 

Sliccr, egg 

Spatula, baker, 10 inches 
Spoon 
Measuring, graduated, 54 



6 ea 
4 ea 
6 ca 



2 3 ea 
1 2 ea 



1 1 1 



- - ea 

1 2 ea 

1 1 ea 

2 2 ea 
1 2 ea 
1 1 ea 

4 4 ea 

10 20 doz 



1 1 2 ea 



1 1 ea 

2 2 ea 

1 1 ea 

2 2 ea 
2 2 ea 

12 18 ea 



1 1 1 ea 



1 ea 
1 ea 



10 20 40 



ea 



2 2 

4 4 ea 

2 3 ea 

2 3 ea 

2 3 ea 

1 1 ea 



2 2 ea 
4 6 ca 

2 3 ca 



2 2 ea 

6 6 ea 

1 2 ea 

2 2 ea 



2 2 ea 

2 2 ea 

2 2 ea 

2 2 ea 

2 2 ea 

2 2 ea 



1 2 2 EA 



12 18 ea 

2 2 FA 

6 12 ea 

6 12 ea 

2 2 ea 

1 1 ea 

4 6 ea 



Suggested 


Quantify 1 




No. 


of I 


led! 






50- 


100- 


200, 


u, 


DIETARY 


75 
_A_ 


150 

JL 


113 
_ 




teaspoon 1 tablespoon 










sets 


2 


2 


2 


set 


Mixing, 15 inches . , ... 


2 


3 


4 


ea 


Serving, stainless steel 










Perforated or slotted, 










13% inches 


4 


4 


6 


ea 


Solid, 11-13 inches , ,. 


2 


2 


3 


ea 


Thermometer, food, 










stainless steel 


2 


2 


2 


ca 


Tongs, serving, 9-12 inches 


2 


4 


4 


ea 


Turner, pancake 


2 


4 


4 


ea 


Whip, wire 


1 


1 


2 


ea 


Utensils, Cookiiifi and Mak- 










ing and Serving 










Boiler, double with cover 










7 quart 


1 


1 


2 


ea 


11 quart 


1 


2 


2 


ea 


Bowl, mixing, metal 










\ l /2 quart 


2 


2 


2 


ea 


3 quart 


3 


4 


4 


ea 


5 quart , 


2 


3 


4 


ea 


11 quart 


1 


2 


3 


ca 


30 quart 


I 


1 


I 


ea 


Pan 










Bake 










3^x18x26 inches . 


6 


\2 


16 


ca 


4x12x20 inches . . 


3 


6 


9 


ea 


Bun. 










1x18x26 inches .... 


4 


6 


8 


ea 


Cake 










2^x18x26 inches . 


16 


24 


36 


ea 


Tubed, diameter 










9 inches 


6 


12 


16 


ea 


Dish, 20-30 quart .... 


1 


2 


2 


ea 


Fry 










12 inch diameter . . . 


2 


3 


4 


ca 


14 inch diamelei , . . 


2 


3 


4 


ea 


Loaf, 10x5x4 inches , . 


3 


4 


6 


ea 


Muffin, 12 cups 


10 


15 


30 


ea 


Pie, diameter 9x1 or 










1 y&, inches 


18 


24 


36 


ea 


Sauce with cover 










2 quart ,..,... 


2 


4 


6 


ea 


6 quart 


2 


3 


4 


ea 


8 quart 


1 


2 


2 


ea 


Service, food holding, 










standard sizes 










Pot stock with cover 










5 gallon 










10 gallon 










Tableware; Patient Tiay 










Service 










Dinnerware 










Bowl, cereal, 10 ounces 


6 


12 


24 


doz 


Cup, tea, 6 ounces .... 


9 


18 


36 


doz 


Dish, vegetable-dessert 


9 


18 


36 


do?. 


Plate 










Bread and butter, 










diameter 6 inches 


9 


18 


36 


doz 


Dinner, diameter 










9 inches 


6 


12 


24 


do? 


Salad, diameter 










7 inches J 


'/2 


15 


30 


doz. 


Saucer tea, 5 inches . . 


6 


12 


24 


doz 


Flatware 










Fork, dinner , 


9 


18 


36 


doz 


Knife, dinner 


5 


10 


20 


doz 


Spoon 










Soup 


5 


10 


20 


doz 


Teaspoon 


10 


20 


40 


doz 


Glassware 










Crenmer, &J-1 ounces . 


7 


12 


25 


doz 


Fruit juice, 4-5 ounces 


6 


12 


24 


doz 


Sherbet 


6 


12 


24 


doz 


Tumbler, 10 ounces . . 


12 


22 


30 


doz 


Carafe, water, individual 


5 


10 


20 


JOK 


Containers, beverage, 










metal, insulated 


50 


100 


200 


ea 


Cover, metal plate 


50 


100 


200 


ca. 



DIETARY 



Sugfiastdd Local 

Quantity Requirements 

Ha. of Radi Unit la 

SO- 100- 200- Unit No Prlca C 

75 ISO 325 

ABC 



Shell for heated metal 

dm - 100 200 ea 

Tray, serving, 14x18 

_ , inches ?!/> 12/ 2 25 do? 

Tableware: Personnel and 
Visitois Service 
Ditwenuare 
Bowl, cereal, 10 ounces 6 12 24 doz 

Otp, tea, 6 ounces 9 18 36 doz 

Dish, vegetable-dessert 9 IS 3ft <!rv 
Plate 
Bread and butter, 

diameter 6 inches , 9 18 36 doz 
Dinner, diameter 

9 incites 6 ?2 24 doz 

Salad, diameter 

7 inches 7/ 2 15 30 do?. 

Saucer te,\, 5 inches . . 6 12 24 doz 
Flatware 

Fork, dinner 9 18 36 doz 

Knife, dinner 5 10 20 doz 

Spoon 

Soup 5 10 20 doz 

Teaspoon 10 20 40 doz 

Glassivare 

Cieaniei, -VJ-1 ounce .. 7 12 25 doz 
Fruit juice, 4-5 ounces 6 12 24 doz 

Sherbet 6 12 24 doz 

Tumbler, 10 ounces . . 12 22 30 doz. 
Tray, serving, 14x18 

inches 4 8 \2 l /> do,/ 

Supplies 
Based on individual requirements. 




III. GENERAL ADMINISTRATIVE SERVICES 
Administrative Services 
Operational Services 

Cental Medical and Surgical Supply Sei vices 

Laundry 

Housekeeping 

Central Stores 

Employee Facilities 

Maintenance 



55 




MAIN VERTICAL 
CIRCULATION 



ADMINIS- 
TRATIVE 
BLOCK 





ADMISSION PATIENTS' 
WAITING AREA 



MAIN LOBBY AREA 




LOUNGE WAITING AREA 




ADMINISTRATIVE SERVICES 



Quantity 
No. of Bed* 



Local 

Requirements 
Unit Total 



MAIN ENTRANCE 
TO HOSPITAL 



50 IOC 200 Unit No. Pries Co it 

Lobby .................... 1 1 1 

Fixed Equipment 
Clock, electric ........... 1 1 1 

Fountain, drinking ...... 

Major-Movable Equipment 

Chair, arm ........... ... 4 6 10 

Lamp 

Floor ................. 223 

Table ................. 233 

Sofa, sectional .......... 1 2 3 

Table 

Coffee ..... ; ......... 2 3 3 

Lamp ................. 233 

Magazine ..... ........ 1 2 3 

Telephone Booth ...... - ---- 1 2 3 

Pixel Equipment .......... 

Major-Movable Equipment - 
Mens Toilet 
Fixed Equipment 

Lavatory ................ 1 2 2 

Light above lavatory ..... 1 2 2 

Mirror above lavatory ... 1 2 2 

Shelf above lavatory ..... 1 2 2 

Water closet ............ 1 2 2 

Major-Movable Equipment . 
Receptacle, waste, 
paper towel ............ 1 2 2 

Womens Toilet 

Fixed Equipment 
Lavatory ....... , ........ 1 2 2 

Light above lavatory . . 1 2 2 



56 



ADMINISTRATIVE 
SERVICES 

Mirror above lavatory . . , . 


Jwgflfltrsd UcoJ 
Quantity Requirement! 
No. of BMI Unit Total 
SO 100 300 Unit Ha. Price Coit 

1 2 2 

1 2 2 
1 2 2 

1 2 2 
1 1 1 

3 3 3 
222 
1 \ 1 

1 \ \ 
222 

1 1 2 
1 1 2 

1 1 2 

2 2 4 
1 1 2 

1 1 2 
- 1 2 
I 1 2 
1 1 2 
I 1 2 
1 1 2 
1 I 2 

- 1 I 

- 3 4 
- 1 1 

1 I 

J I 

- I 1 

- 1 1 
- 1 1 

- 1 1 

- 1 1 

- 1 1 
- 1 1 
- 1 1 
- 1 1 

- 1 1 
- 1 1 

- 1 1 
- 1 1 

I 1 


Suggoited loMil 

ADMINISTRATIVE M^Sil&i ""^ThjHPftidi 

SERVICES 50 1OO 20O Unit Mb. PfU Coil 






Telephone switchboard ... - 1 1 

Major-Movable Equipment 


Major-fifoi'jble Equipment 

Receptacle, waste, foot 
operated closed top . . . 

Retiring Room 


Index, bed, sectional - 1 1 




Fixed Equipment 


Major-Movable Equipment 
Chair, easy, seat and back 


Major-Movable Equipment 
Cabinet, filing, letter size, 


J-amp, table 




Table 
Coffee 


Chair 
Office 




Admission Offico 


Swivel with arms .... - - 2 


Fifed Equipment 
Clock, electric 




Desk, office, double 


Outlet, electric, floor 
Major-Movable Equipment 
Cabinet, filing, letter size, 
2 drawers, 2 double com- 
partment drawers on top 
Chair 
Office with arms, seat 
and back cushions .... 
Posture 




Stand, typewriter - 1 


Table, office, 30x60 indies - - 1 
Typewriter , - - 1 


Social Service Waiting Room , - - 1 

Fixed Equipment - 


Major-Movable Equipment 
Cabinet, filing, letter size, 


Desk, office, double 
pedestal 


Imprinter, patients record* 
Index, 5x8 inches, visible 
Lamp, desk 


Chair 
Posture - _ i 




Table, office, 30x60 inches 
.Typewriter 


Desk, typewriter - - l 




Whee/chair, folding 


Table, 24x36 inches - - 1 


Admission Waiting Room ... 


Typewriter - _ \ 


Administrator's Office 1 1 2 2 


Maior-Mwable Equipment 
Chai r, office with arms, 
seat and hack cushions . 


Fixed Equipment 
Clock, electric *.., 1 2 2 


Intercommunication system 
master station 


Table, 24x36 inches .... 

Imprint Equipment Room 
or Alcove 


Major-Movable Equipment 
Bookcase i 2 


Chair, office 
Arm ,,... 3 5 5 


f'ijffd Equipment , . 




Major-Movable Equipment 


Desk, office, double 
pedestal \ 2 2 


Machine, ( imprinting and 


Dictating machine 1 2 2 


Lamp, desk , . . , } 2 2 


Table, office, 30x60 inches 

Information and Mall 
Hecelrlng Station 


Table, office, 30x60 inches 1 1 l 
Toilet 

Fixed Equipment 
Lavatory j j j 




Miijor-Moz'able Equipment 
Chair, posture 


Light above lavatory .,.,, 1 1 ( 
Mirror above lavatory .... 1 J ] 
Shelf above lavatory ..... ] \ i 
Water closet \ \ j 


Desk, office, single 
pedestal 


Major-Movable Equipment 

Receptacle, waste, paper 
towel , -, i . 


Pile, sorting 


Index, bed, sectional 
Machine, time stamp 
Rack, wrapping paper with 


i 1 1 
Clothes Closet ] j > 


Telephone Office 


Fixed Equipment 


Major-Movable Equipment - - _ 
Secretary's Office j j , 


Fixed Eguifitnent 


Counter, 48 indies high, 
open below 


Fixed Equipment 
Clock, electric , , . . 1)1 


Doctors in and out register - 
Doctors paging system- 
selector keyboard - 

'If impriming machine Is used. 


Major-Movdbte Equipment 
Cabinet, filing, letter size, 
5 drawer ...... i ? _ 





In 100 and 200 bed hospital. 



57 



Suggested 

Quantity 

No, of Bfldi 

SO 100 200 



ADMINISTRATIVE 
SERVICES 

Chair 

Posture 1 1 

Straight 2 2 

Desk, ( typewi Her 1 1 

Dictating and ti {inscribing 

machine I 1 

Lampj desk 1 1 

Machine, time stamp ... t 

Typewriter 1 1 

Purchasing Agent's Office . . , - 
Fi,\cd Equipment 

Clock, electric - 

Maj or- Movable Equipment 

Bookcase - 

Chair, office 

Arm - 

Swivel with arms ...... - 

Desk, office, double 

pedestal - 

Dictating machine ....... - 

Lamp, desk - 

Table, office, 34x60 inctics - 



Cfollies Closet 

Fixed Equipment 

Major-Movable Equipment 

Administrative Conference 
Room 



Fixed Equipment 

Clock, electiic 

Major-Movable Equipment 
Cliaii, easy, scat and back 

cushions 

Table, conference, 36x96 
inches , ., 



Clothes Closet 

Fi.Vfd Equipment 

Major-Movable Equipment 



Business Office 



1 



Fired Equipment 
Clock, master ...... ', ..... 1 

Doctors' in and out register 
Doctors' paging system- 
selector keyboard ..... , 

Fire alarm gong ......... 

Fountain, drinking ....... 

Microphone, paging ...... 

Outlet, electric ..... ...... 

Telephone switchboard ... 
Vault ................... 

Major-Movable Equipment 
Adding machine, 8-bank . . 
Cabinet, filing 
Ledger size, 4 drawer . . 



10 
1 



Director of Nursing Office' , . 1 1 

Fixed Equipment 

Clock, electt ic 1 1 

I nte rcommun ication system 
remote station ....... 

Major-Movable Equipment 

Bookcase 1 1 

Cabinet, filing, letter size, 

5 (hawer 1 2 

Cliair 

Office, swivel with arms 1 1 

Straight 2 2 

Desk, office, double 

pedestal 1 1 

Lamp, desk 1 1 

Table, office, 30x60 inches 1 I 



1 

1 
1 
1 
1 

1 
1 - 



1 
2 



1 1 1 



1 I 



1 1 



10 
1 
2 

2 

2 
4 

2 
5 



I 1 



Local 
Ro-quiremenls 

Unit Total 
Unit No. Price Coit 



'AUlnt Director of Nursinff Office included In 200 feed hospital. 



ADMINISTRATIVE 
SERVICES 

Legal size, 4 drawer ... 1 

Letter size, 5 drawer ... 3 

Calculator, listing I 

Cliair 

Office, swivel with arms 1 

Posture 2 

Desk 

Office, double pedcslal .. 1 

Typewiitcr 1 

Duplicator . ... .- l 

Index, bed, seclional 1 

Lamp, desk 1 

Ledger tray, tub file ...... 2 

Posting and billing 

machine 1 

Rack, wrapping paper with 

cutter, 24 inches , , 1 

Table, office, 30x60 inches I 

Typewriter 2 

Controller's Office - 

Fired Equipment 

Clock, electric - 

Intercommunication system 
i emote station 

Major-Movable Equipment 

Bookcase - 

Calciilatoi, listing - 

Chair 

Office, swivel with arms - 

Straight - 

Desk, office, double 

pedestal - 

Lamp, desk - 

Posting and Billing Office .... - 

Fixed Equipment 

Clock, electiic . .. , - 

Outlet, electric 

Pneumatic tube station , . - 

Vault - 



Suggested Local 

Quantity Requirement! 

No. of Bed* Unit Total 

50 100 200 Unit No, Price Celt 



Major-Movable Equipment 

Adding machine, 9 or 10 

bank , 

Cabinet, filing 

Ledger size, 4 drawer . . 

Letter size, 5 drawer . . 

Chair, postme 

Desk, typewriter 

File, tub 

Tiwlcv, bed. sectiaiml 

Lamp, desk 

Postage meter machine . . 
Posting and billing 

machine 

Remittance control machine 
Table, office, 30x60 inches 
Typewriter 



Accounting Office 

Fixed Equipment 
Clock, electiic 
Outlet, electric 

Major-Movable 

Adding machine 9 or 10 

bank 

Cabinet, filing 

Legal size, 4 drawer . . . 

Letter she, 5 drawer .. 
Calculator, listing .,..,,-. 
Cliair 

Office, swivel wiih arms 

Posture , 

Straight ; 

Checkwriter 

Desk 

Office, double pedestal . 

Typewriter ., 

File, sorting 



- 1 

- 2 

- 1 

- 1 

1 1 



1 1 



I 1 



2 4 
1 2 

1 3 
.1 4 

2 4 
1 
4 
I 



- 2 3 



1 


2 


1 


2 


2 


4 


1 


2 


t 


1 


2 


A 


1 


2 


1 


1 


1 


1 


2 


4 


1 


1 



ADMINISTRATIVE 
SERVICES 



Suggested Local 

Quantity Requirements 

No. of Bads Unit Total 

50 100 200 Unit No. Prke Cost 



Lamp, desk _ 1 \ 

Table, office, 30x60 inches - 1 1 

Typewriter _ 1 2 

Typewriter, 18 inch car- 
riage - 1 1 



SfafT Lounge, Library and 
Conference Room 



1 I 1 



Fived Equipment 

Board, bulletin, 26x24 
inches 

Clock, electric 

Doctors paging systein- 
aimuncialor 



Major-Movable Equipment 

Bookcase 1 

Chair, scat and back 

cushions 

Easy 

Straight 

Lamp, table . .* 

Projector, slide, film , . 

Screen, projection 

Table 

Conference 

Lamp 



1 1 



Janitors Closet 1 1 1 

Fixed Equipment 

Holder, mop handle 1 1 1 

Shelf, supply 1 1 1 

Major-Movable Equipment 

Truck, mopping, 2 buckets 

with wringer \ \ \ 

Administrative Services 
Minor Equipment 

Binder, loose-leaf 

1 inch rings for paper, 

8J4 x 11 inches 2 6 9 ea 

2 inch rings for paper, 

8}4xll inches 2 6 9 c;i 

Book 

Admission 1 

Doctors call registry . . . 

Reservation 

Undertakers receipt 

Valuables receipt 

Cutter, paper, 15 inch blade 1 1 1 ea 

Fountain pen set 

Holder, desk 

Calender 8 12 24 

Pad 

Machine, numbering, re- 
peat movement I 1 I ea 

Mat, door, rubber 1 1 1 ea 

Pad 

Calendar 8 12 24 ea 

Desk 

Stamp, ink 

Punch, paper 

2 hole 1 1 1 ea 

3 hole 1 1 l ea 

Remover, staple 

Ruler 

12 inch 12 18 24 ea 

18 Inch 2 4 6 ea 

Sharpener, pencil 6 12 18 ea 

Shears, office 2 6 12 ea 

Stamp 

Dating 

Rubber 

Stapler 6 12 18 ea 

Tray 

Ash 

Desk 



ADMINISTRATIVE 
SERVICES 

Supplies 

Based on individual ic- 
quircnieiils 



Suggested 

Quantity 

No. of Bods 

50 100 300 



Local 
Requirement! 

Unlr Total 
Unit No. Price Call 



OPERATIONAL SERVICES 

CENTRAL MEDICAL AND SURGICAL SUPPLY SERVICES' 

Suggested 
Quantity 
No. of Bods 
150 



Receiving and Clean-up Room 1 

Equipment 



'Fixed equipment may be substituted. 

*Typerl daily list may be used. 



Boaid, bulletin, 26x24 
inches ................ 1 

Cabinet, wall, recessed, sup- 
ply ................... 1 

Clock, electiic ........... 1 

Counter, sink, open below . 3 

Dumbwaiter, soiled Item 
letuni ................ 1 

Lavatory, spout outlet 
mounted 5 inches above 
Hood rim, foot, knee or 
wiist control .......... 1 

Outlet, demmeialized wa- 
ter, above sink ........ 1 

Sink, double compartment, 
spout outlet mounted 5 
niches above flood rim, 
foot, knee or wrist con- 
trol 

21x42x8 inches ..... 
24x48x14 inches ...... 

Shelf above lavatoiy ____ 

Sterilizer, pi essure, steam, 
16x16x24 inches ...... 

Washer with demiiierahzei 
and 20 gallon storage 
lank ................. 

Majui -Movable Equipment 
Cart 

Enclosed collection ... 
Utility ............. 

Receptacle, waste 
Foot operated closed top 
Papei towel .......... 

Table, work, locking cas- 
teis, 36x96x30 inches . 
Washer 
Glove 1 ................ 

Tubing, faucet attach- 
ment, 10 assoited sized 
serrated no/zles ..... 



26x24 



Clean Work Room 

Fiied Equipment 

Boatd, bulletin, 
inches ............... 

Cabinet, wall, iccessed 
Instrument , ........... 

Supply ....... . ........ 

Clock, electric ........... 

Lavatory, spout outlet 
mounted 5 inches above 
flood rim. foot, knee 01 
wrist control ......... 

StiMitizer 

19x19x25 inches, dij heat 
24x36x48 inches 
Combination, gas-steam 
High vacuum, steam . , 

Muior-MorabJc Equipment 
Car, loading, sterilizer, 24x 



1 



f n * 1 i? r ii" 10 if d a NI . information ,n planning this department wiite 
for I iiblic Health Service's publications on Central Medical and Stngkni 
Supply Services Vols I, II, III and IV. 



Disposable may be prcfeued, 



CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 

36x48 inches 

Carnage, tiansfei, steri- 
lizer, 24^36x48 inches 

Cait 

Utility 

Wiie 

Dispense! , tape, capacity 
12 lolleis 

Diyer and powdcicr, glove 1 

Receptacle', waste 

Knot opeiated closed top 
Papci towel 

Sealer, beat 

Stamp, dating . . _ . . . 

Table, woik, locking o.is- 
tcrs, 36x6x30 inches 

Bins above 

No bins above 

Tester, glove 1 

Solution Room 



Quantity 
No, of Beds 
150 



total 
Soqulromnrm 

Unit Total 
Unit No. Price Co*t 



Cabinet, wall, icccssed .. 

Conntei, open below 

30x60x30 inches 

Sink, 30x132x30 inches , 

Outlet above sink, distilled 
watei 

Sink, conntei, double com- 
pai Imcnt, spout outlet 
mounted 5 inches above 
(loud i im, foot, knee or 
wnst cnntiol ....... . 

Still, water, capacity 10 
gallons pci hour 

Tank, 'lorage, distilled wa- 
ter, capacity 25 gallons . 

MHJOI -Ulnrablf Iiqitipmcnt 

Cait, flask draining 

Killer, flask 

Receptacle, waste, foot op- 
ci.ilcd closed top 

Linen Pack Room 

Fired Equipment 

Shelving 

Mafia -Mirrable Equipment 

Cart, wire 

Dispenser, tape, capacity 12 
rollers 

Table, linen 

Folding, 30x96x37 inches 

Inspection, 36x72x37 

inches 

Office 

F'ncd Equipment 

Board, bulletin, 26x24 

inches 

Clock, electric 

Major-Afavablt! Equipment 

Bookcase* 

Cabinet, filing 
Letter si/e, 5 diawers .. 
Visible, 18 diawers for 
5x8 inch cards 

Chair 

Aim 

Swivel with aims 

Desk, office, single pedes- 
tal 

Lamp, desk 

Sterile Storage and Issue Area 

Fixed Equipment 



'Not needed if disposables are used. 
*J""ixed equipment may be substituted, 



CENTRAL MEDFCAT, AND 
SURGICAL SUPPLY 
SERVICES 



Hoaid, b 11 1 1 e t hi, 
inches ........... 

Clock, electric ..... . 

Dumbwaiter, clean item is- 
sue .................. 

DutcJi dooi ..... ., 

1'neiimatic lube station . 

Rack, wall mounted, foims 

iMajrir-Mtn-abl? Kqtti pmcii t 

Cabinet, filing, 'letter si?c, 

2 dr.iwci ........... 

Out 

Shelf 1 ................ 

Utility ................ 

Wiic ................. 

Chair, posture . ......... 

Desk, olfice, single pedestal 
Refi iterator, freezer baR" 

Female Employees Toilet and 
Locker Room ............ 



Suggeited 
Quanllly 
No. of Bed) 
150 



local 



Unit Tolal 
Unit Mo- PrUn Colt 



ixt'tl Equipment 

Lavatoiy, spnul outlet 
mounted 5 inches above 
flood rim, foot, knee or 

wrist contiol 1 

F,ight above lavatory .... 1 
Lockei, clothes, steel, 15x 

18x60 inches 10 

Mirror 

Ahovo lavatory 1 

Full length, wall mounted 1 
Shelf above lavatory .... 1 

W.iter closet 1 

fufar-'Mavabh' Equipment 

Chair 

Ann 2 

Stiiiight I 

Receptacle, waste, fool op- 
eialcd closed top 1 



Mule Employees Toilet and 
Locker Room .,.,... 



l'i,vcd Equipment 

LnvaEoiy, spoilt outlet 
mounted 5 inches above 
flood rim, foot, Knee 01 
wiisl control ......... 

Light above lavatory ---- 

Minor above lavatory ... 
Shelf above lavatory ---- 

Water closet ............ 

Majar-A'foi'ablt' 
Chair, straight 



1 



Rcceplacle, 
towel 



waste, 



Equipment Storage Room 
General 



Quality 
No. of Bed! 
50 1OO 30Q 

1 1 1 



Board 

Bulletin, 26x24 inches ..1 1 I 
Equipment control, 24x36 
inches - ............. 1 1 1 

Cabinet, wall mounted, 
locked ................. I I 1 

i\ {ajar-Movable i : .qitif<ntcnt 

Basket, wiic, washer with 

handles, assorted sixes .,12 IS 24 
liox, tote ............... 20 25 30 

Cart 

Emergency ............ 1 2 3 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 



Suggested local 

Quantity Requ 

No. of Beds 

50- 100- 203- Unll No 



Unit Tatn' 
Price Coil 



Isohi turn, soiled 1 i ti e n 
lug, with brackets ... 

Wire 1 . ...,--. ..... 

Cautery, electric with ac- 
cessories' . . ... 

Central piped system, vacu- 
um-suction 

Bottle, capacity 1 gal- 
lon, cap assembly, 
earner with conduc- 
tive casters ....... 

Regulator 2 
(iasiri mt L"rm it tent 

complete ... 
Gauge, l h gallon hot- 
tic, cap and hose 
assembly, hose nip- 
ple outlet ..... 

Tfioi acic di aiuapre, com- 
plete with manometet , 
CliEtir, commode ....... 

Dcfihiillatoi' ..... 

Deodoriser, electi ic . 
Fljpo-hjperthermia appara- 
tus ............. 

Trrigator, tidal, bladder . . 
Lamp, iieiineal ..... 

Lifter 
Red ........... 

Patient .......... 

Pacemaker, cardiac 5 . , 
I 1 iimp 

Bieast, electric . 
Stomach .......... 

Rod, isrigation, 2 hooks 
Roller, patient ....... 

Spli\pniomanonieter ..... 

Stand, inigator or intra- 

venous bottle, 2 hooks 
Suction appaiatus 8 

Electric nn stand, 12xl2\: 
.11) incites ....... 



I 1 



11 



K 16 



Thoracic 

Table, \voik, lacking cas- 
ters, .10x60x31 inches ., 

Tester, conductivity, floor 
and equipment 2 . ... 



Orthopedic 



Body 

Heat 1 



1 


y 


1 


T 


1 


2 


1 


2 


1 


? 


25 


50 


2 


4 


8 


16 



8 12 



1 1 1 



Bo.ud 

Bulletin, 26x24 inches .. Ill 

Equipment control, 24 ^36 

inches I 1 1 

Peg, 'XK72 inches .... 1 1 1 
Bracket, pufley, wall or 

doui head mr>iiEiti;iI ..124 
Cabinet, wall mounted, 

locked 1 1 1 

[aiiir-Morabtr Equipment 

Tied, patient tin uingf, elec- 
tric - 1 I 

Hoard 

Arm U 24 36 

Bed 2 4 6 

Foot 4 8 12 

Carrier, weight 4 6 8 

Carl 

Orthopedic 1 1 1 

Wire 1 2 J 4 

Cradle 

Arm or leg- 2 



4 a 
a 

4 



CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 

Cuftet, east 
FJecti ic 
Ifciuil (she.us) 
Frame 
Oveihe.iit, complete , , 

Tin mug 

I '.id 

Heating, clcttiic, insu- 
lated . . 
Ma tH ess, alternating 

piesMirc, complete . . 
W.itei , electi ic, <issoi ted 

sizes, complete 

Tahle 
Viartitie with canjmg 

ca^e, 24x48x4H inehes 
\Voik. locking casters, 

30x60x34 inches . . . 
Walkei, invalid ,. 
Weight skilled, pu1le\ in 

tiaction, set of 7 . , 
Wheelchair, folding ... 

Equipment Siorngc Room 

Mitnn 



Suggested local 

Quantity Requ^ema-its 

No. of Beds Unll Toior 

50- 100- 200- Unll No. Price Coil 



Has, 

Clock, interval tnnei 

Cull.ir, ceivical 



Small 

Clutches adjustable, as- 
sorted M/es 



'((_ u,ed in lieu of shclvfiiR ami for delivery of mnleriafs if such sys 
tern U planned 

: ShaEI comply uitli reciinrenients nf National Fire Protection Associa 
rmj, Code Nn. 56, current edition Attachment [itugs, explosion pro of 
or not. fctiall conform to Section 2438 of this code. 

J Onl)- standby equfprnent may be needtd if centra] pined vacuum 
iiiUion s>j,(em is, installed. 

'If used in lieu of shelving. 



Adult . 

Child ... 
Youth ... 
Jaw, fracture 
Knee 

Adult 

Child 

Youth 

Leg- 
Cabot 
Adult . . , 
Child .... 



I 1 I 



Buckle foi Thomas 

splint, <et of 4 

Adult ... 

Child 

Youth 

Head 1 

Splint 
An plane 

Adult 

Child 

Youth . 
Arm. Thomas 

Adult 

Youth 
Claviciilai cioss 

Adult 

Child 

Infant 

Colles 
Left 

Adult 

Child 

Youth 

Right 

Adult 

Child 

Youlh .. .._.. . 
Finger, assorted sizes .. 
Foieann 
Left 

Adult 

Child 

Youth 



1 1 

(i l > 
1 1 



4 


fi 


8 


1 


2 


,! 


^ 


6 


12 


1 


- 


- 


1 


1 


I 


1 


2 


4 


? 


4 


6 


T 


2 


4 


H 


,16 


48 ea 


* 


5 


6 ea 


1 


1 


2 ea 


1 


I 


2 ea 


6 


12 


24 pi 


2 


2 


4 set 


1 


"f 


2 net 


2 


2 


4 set 


- 1 


6 


12 (M 


1 


I 


1 ea 


1 


1 


I ca 


1 


1 


1 e.i 


1 


1 


2 ea 


1 


1 


2 ca 


1 


1 


2 ea 


1 


1 


1 ea 


1 


1 


1 ea 


1 


1 


1 ea 


1 


1 


1 e,i 


2 


2 


4 e.i 


2 


2 


4 ea 


2 


2 


4 ea 


2 


2 


4 ca 


2 


2 


4 ea 


2 


2 


4 ea 


f 


1 


1 doz 


1 


1 


2 ea 


1 


1 


2 ea 


1 


1 


2 ea 


1 


1 


2 ea 


1 


1 


2 ea 


1 


1 


2 ea 


1 


1 


1 ea 


1 


1 


2 c.t 


I 


1 


2 ea 


1 


1 


2 ea 


1 


1 


2 ea 


1 


1 


2 ea 



Disposable qlso available. 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SKimCES 



Yotilli 
Tlumus 
Adult 
Child 
Youth 



Quantity 
Na, of Bods 
SO 100 200 

1 1 2 ea 
1 1 



f'ivcd 

Boai d 

Bulletin, 26x24 inches . . 

Equipment coultol, 24x36 

inches 

Cabinet, wall mounted, 

locked 

Outlet, cential piped system 

Compressed air 

Oxygen 

Vacuum-suction 

Major- Movable P.gmf>inent 

Analyvcr, oxygen . . , , 
Canier,_ cylinder . . . 

Cart, wile 1 

Cent! ill (ti|K'il system acccs- 
sni ics 1 
Oxygen 

I'ltnymcler, complclc 
with regulator, adapt- 
or and hose nipple 

outlet 

nurnidiiiei ... 

Nchuli/er 

Tent, complete 

Adult 

Croup 

Face 

Inlmlator-hnmidifier, elec- 
tric 
Cool mi-it 

SlCflll! 

Rcsnscitalor 

Automatic 

Intcnnittcul, positive 

prcssiuc 

Manual 

Table, \voik, locking cas- 
ters, 30x60x34 inches . . 

Minor Equipment 

Catheter, oxygon, nasal, 
green" 

8 Fr 

12 Fr 

14 Fr 

Mask 
Oxygen, face* 

Adult 

Child 

Infant 



Central Medical And 
Surgical Supply Services 



total 

Requlramenli 

Unit Total 
Unit No. Price Cait 



Minor 
Medical and Surgical 
Bag 

Politzer, ear 4 

Rubber, throat 6 

Basin 

Bath, arm immersion ... 12 
Etncsis 

8x2 inches deep 55 

10 x 2-J^ inches deep . 12 

>[f used tn lieu of iIielvinE. 
'Connection Index for specific system 
'Disposable also available. 



Utility, aluminum, set of 7 1 1 
lull ;i In lion Therapy 



2 ea 
2 en 
1 set 



1 1 
1 1 



1 1 
1 1 



2 2 

2 3 

3 4 



? 41 

](} 32 

6 8 



24 36 ea 
24 36 ea 
24 36 ea 



3 4 ea 
3 4 ca 
3 4 ea 



8 
12 



12 

18 



ea 
ea 



24 36 ea 



110 220 
24 48 



ea 
ea 



CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 

Solution, deep, outside 
diameter 14 inches, 9 

quart 

Wash, shallow, outside 

diameter 1 3 inches, 

4-J4 quart ........ 

Basket, 6 compartment, 

nursing bottle 

Bedpan 

Adult 

Child 

Fracture 

Adult 

Child 

Board, arm, infusion ... . 
Bottle, rubber, hot water- 
ice combination 

Bowl, sponge, straight sides 
1 pint, outside diameter 

4-H inches 

1 quart, outside diameter 

6 inches 

Brush, hand surgery 

Bumper, rubber, bed .... 

Can, metal, sifter top, 

screw cap, 3 indies high, 

diameter 2 inches 

Catheter, assorted sizes ami 
types' 

Aspi jilting 

Urinary ... . , . . 
Clamp, ] ubber tubing 

Lever, shut off 

Screw 

Clipper, haii 

Cup, solution, 6 ounces . . 
Cushion, rubber, invalid 

Adult 

Child 

Dish, metal or plastic, soap, 

4x5 inches , 

Dropper, medicine 

File, nail 

Flashlight 

Funnel, metal, catheter 
Top outside diameter 3-Mi 

inches 

Top outside diameter 4 

inches 

Glass, medicine, 1 ounce 1 . , 
Irrigator, metal with han- 
dle, 2 Quart 

Lump 

Cystoscope 

Ophthalmoscope oto- 
scope 

Measure, graduated 
double scale 
Glass, conical, 

5 ml-60 mins 

Stainless steel 

500 ml-16 ounces . 

1000 ml-32 ounces 
Needles' 
Hypodermic 
Intradeimal bevel 

26 gauge, H inches . 
Regular bevel 
18 gauge, 2 inches . . 
20 gauge, 2 inches . . 
22 gauge, l r /S inches 
25 gauge, ft inches , 
Short bevel 
20 gauge, \ l /2 inches 
22 gauge, 1/2 inches 



Quantity 
No. of Bedi 
SO (00 100 



36 72 108 

55 110 220 
6 12 24 

55 110 220 

5 10 20 

I I 4 

1 2 2 
12 24 36 

6 12 24 



Local 



Unit Total 
Urtll No. Price Coil 



ea 

ea 

ea 
ea 

ea 
ea 
ea 



2 3 6 doz 



I 2 3 

6 12 18 
20 40 80 



doz 
do? 
doz 



2 6 8 doz 



4 8 16 
ft Irt 24 



I 1 2 
235 
1 1 1 
248 



1 



8 12 
2 3 



55 110 220 

V-i l 1 

1 2 4 

6 12 18 



- 12 12 
12 12 18 



do/, 
do/. 

doz 
doz 
ea 
doz 

ea 
ea 



gr 
doz 



doz 

doi 
gr 

doz 

ea 

ea 



6 12 24 ca 

12 24 36 c. 

12 24 36 ca 



1 2 doz 



246 

8 12 24 

> 4 6 

12 24 36 

468 
246 



[>mai 

18 gauge, 2 inches . . 
20 gauge, 2 inches . . 
20 gauge, 3$ inches 
22 gauge, 2 inches . . 



J4 ! 



doz 

doz 
doz 
do? 

doz 
doz 

do/, 
doz 

doz 
do 7. 



'Disposable also available. 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 


Suggeited Local 
Quantity Raaulramanli 
No. of Beds Unit Tatar 
50 100 200 Unit No. Price Cast 

1 A 1 3 doz 


CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 


Suggested Local 
Quantity Requlremonti 
No. of Beds Unit Total 
50 100 200 Unit No. Prlto Cost 












1 1 2 ea 






Razor 


6 9 12 ea 


Adult, 7 mm. x 40 cm. . 


1 ea 


Straight 


1 1 2 ea 








9 12 24 ea 








1 1 1 ea 






Syringe 1 




Cannula 




Ascptu 


3 6 12 ea 


Irrigating, eye anterioi 


2 2 ea 




3 6 12 ea 






Insulin 




Carrier, ligature 
Left ..? 


1 1 1 ea 




1 3 fi do? 


Right 


1 1 1 ea 


Regiilni 
2 cc . . 

5 cc 


16 32 64 iloz 
4 8 16 doi 


Case, bronchoscopjc, stoi - 
age and sterilizing .... 


- - 1 ca 


10 cc 


2 4 8 doz 






20 cc 


3 4 8 ea 


Size I ! 


1 1 ea 


50 cc 


4 8 12 ea 


Size 2 


1 1 ea 


100 cc 


6 12 18 ea 


Size 3 




Tooincy 
30 cc 


12 18 24 ca 


Regular, curve, 18 Fr. . . 


1 1 1 ea 


GO cc 


12 18 24 ea 






Tuberculin 
1 cc 


12 18 24 CA 


Male, metal. Le Fort 
14 Fr. . 




Thermo me tci 




16 Fr. 


1 1 1 ea 


Bath 


1 2 3 doz 


20 Fr 






J /i I 2 gr 






Rectal 


ijf V, M jrr 








248 doz 


14 Fr 




Tray, metal 




16 Fr 


4 6 8 ea 


12 x 8 x 2 inches 


2 3 3*A <loz 


18 Fr 




17 x 11 x 24 inches .... 


Ij^ 2 3 doz 


20 Fr 


4 6 8 ea 


Tube, rubber, assorted 
sizes and types 




X-ray, graduated, 
4-12 Fr 


1 1 set 




1 2 3 doz 






Naso-gitstric 


246 doz 






Rectal 


1 2 3 doz 






Stomach 


3 6 9 ea 






Tubing, glass or rubber 
assorted sizes .ind types 




Lambotte 


] 1 1 ("I 


Connecting 


2 5 8 doz 






Drainage, length cut to 




Mastoid 




Irrigating, assorted 






, 


sizes 








Tumbler, metal or plastic, 




Andrews, small 


1 ea 




6 10 20 doz 






Urinal, metal, male ...... 


2 4 9 doz 




. 


Minor Equipment 
Instruments 
Adenotome, La Force 


1 1 1 ea 


Clamp 
Bone, holding 
Medium, 8J^ inches . . 
Small, 6^4 inches .... 


1 1 1 ea 
1 1 1 ea 




1 1 1 Pa 


Circumcision 


1 1 1 ea 




1 1 1 ea 






Airway, rnelal or plastic 






1 1 1 FT 




1 2 4 ea 






Small 


1 2 4 ea 






Anoscope, Hirschman 
Medium 


1 1 1 ea 


blades 




Small 


1 1 1 ea 






Applicator, metal 
Ear 


3 3 4 ea 


Pylorus, Payr 




Laryngeal 


- - 1 ea 


11 inches 


^ 2 ea 
2 2 2 ea 


Nasal 
Atomizer, surgeons 


3 3 12 ea 
2 2 2 ea 


Towel, Backhaiis, 5% 




Battery box, 3 circuit, 




Umbilical coid 


4 4 6 ea 






Uretbral, Zipser 


1 1 1 ea 


No,' 10 


12 12 12 dm 


Collar, cervical 




No. 11 




Medium 


1 1 ea 


Ho. 12 


266 (\r,7 


Small 




No. 15 


222 dot 






No. 22 


6 12 12 doz 








i 


Curette 




Bow, bone 
Extension, Steinniann . . 
Traction 
Kirschner 


2 2 2 ea 


Adenoid, Bamhill, sharp 
Size 1, 8 inches 
Size 2, 8^4 inches . . , 
Bone, sizes 000-3 .... 
Ear. Buck, curved 


1 1 1 ea 
1 1 1 ea 

1 1 1 sel 


'Disposable also available 




Size 0-2, sharp .... 


1 1 I ea 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 

Ethmoid, Faulkner, 8 

mclies 

Mastoid 
Richard 

Size 1 

Size 3 

Size 5 

Spratt, oval 
Size 00 



Quantity 
No. of Beds 
50 100 100 



total 
Rnqulramanti 

Unit Ttal 
Unit Ho. PH("o Celt 



1 1 



Size 1 1 1 



1 ea 



1 ea 

1 ea 

1 ea 

2 ea 
2 ea 
2 ea 
2 ea 
1 ea 



Size 3 1 1 

Size 5 1 1 

Sinus - 

Uterine 
Sims, sharp 

Size 1 1 1 2 ea 

Siz 3 1 1 2 ea 

Size 5 1 1 2 ea 

Thomas 
Blunt 

Size 1 1 1 1 ea 

Sire 3 1 1 1 ea 

Size 5 1 1 1 ea 

Irrigating, medium .1 1 1 ea 
Cutter 
Cast 

Electric 1 1 1 ea 

Hand (shears) 1 1 1 ea 

Ring, finger 1 3 1 ea 

Steinmatm pin and wire 1 1 1 ca 
Wire 

Pointed, dental 1 1 1 ca 

Surgical 1 1 1 ea 

Cystoscope - 1 1 set 

Depressor, tongue, metal .2 2 2 ea 
Dilator 
Gall bladder duct, 

Bakes, set of 9 1 1 1 set 

Trachea!, Trousseau ... 1 1 1 ea 
Uterine 

Double ended, Hank, 
set of 6 1 



Goodell . 
Director, grooved with 
tongue tie 

Probe point, 4 inches . 
Round point, 6 inches . 
Drill 

Bone, Sttlle-Sherman 

with assorted points . 

Guide, bone traction, 

Klrsclmer 

Hand, Kirschucr 

Wire, bone, bayonet 

point, Kirschner, 9 

inches x .045 inches . 

Electrode, fulgnration, 

flexible, cystocopic 

6 Fr 

8 Fr. 

Electronic, prostatic, 

Stern-McCarthy 

Elevator 
Nasal, double ended, 

sharp and blunt 

Periosteal 

Blunt 

Mastoid 

Sharp, 7H inches 

Septum, Killian 

Eudotrachcal set with 

accessories 

Esophagoscope, J ackson 
Adult, 9 mm. x 45 cm. . 
Child, 6 mm. x 30 cm. . 
Full lumen, 10 mm. x 53 

cm :"^',' 

Evacuator, cysloscopic El- 

Uk with adapter 

Extractor, hip fracture 
fixation, Smilli-Peterson 

Vorceps 

Advancement, Prince, 
angular, 4ya inches . . . 



1 set 
1 ea 



6 ca 

3 ea 



1 1 1 ea 



1 ca 
1 ea 



12 18 24 ea 



- - 1 ea 

1 ea 

1 ea 



1 1 
I 1 



1 ea 

1 ea 

2 ea 
1 ea 
1 ca 



1 1 1 ea 

1 ea 
1 ca 



1 ea 
1 ea 
1 ea 



1 1 



2 ea 



CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 

Bone 

Culling, double action 

Curved, 10j4 inches 

Straight, 9 indies . . 

Holding, straight 

8*/2 inches ......... 

10J/2 inches 

Rongeur 
Curved double action, 

> inch jaw 

Mastoid 

Bane, 7 indies 

Half curved, 5J4 

inches 

KerriBOTi, medium . 
Straight, Stille-Luer, 9 

inches 

Screw holding, Lane, 9 

inchea 

Sequestrum, 7% inches 
Bronchoscopic 

Foreign body 

Tissue specimen, Jack- 
son, 50 cm 

Clip applying and remov- 
ing, Michel 

Cystoscopic 

Bladder specimen .... 
Foreign body, 7Fr. . . . 
Ear 
Alligator, Wilde, 5# 

inches 

Angular, serrated 

jaws 

Bayonet shape, Lucac, 

5J4 incites , 

Eye 
Conjunctiva!, straight 

Fixation . ... 

Iris 

Curved 

Straight 

Strabismus, straight 

Gall duct, curved, 7J4 

Inches 

Gallstone, Blake 

Curved 

Straight 

Hemorrboidal, Penning- 

ton, 5J4 inches 

Hemostatic 
Curved, box lock 
Halstead, mosquito, 5 

inchea 

Kelly, 5j4 inches 

Mayo-Ro chest* r-P can 

654 inches 

8 inches 

Straight 

Halstead, mosquito, 5 
inches, box lock . . . 

Kelly, 5j4 inches 

Mayo-R ocliester-Ochs- 

ner, 7& inches 

Ochsner, 6*4 inches . . 
Hysterectomy, Pean 

Curved. 8# inches 

Straight 9 inches 

Intestinal . 

Curved, Doyen, 8% inches 
Straight 

Babcock, 7J4 inches 

Doyen, 8J4 inches 

Judd-Allis, 7/3 inches . . 
Kidney 

Elevating 

Pedicle, W*. inches 

Stone, curved 

Full 

Half 

Quarter 



Suggested 

Quantity 

No, of Beds 

50 100 200 



Local 



Unit Total 
Unit No. Price Co It 



1 ea 

1 ca 

1 ea 

1 ea 



1 ea 



1 ea 
1 ea 

1 1 ea 



3 4 



1 ea 
1 ea 

3 ea 
1 ea 

6 ea 

1 ea 
1 ea 

1 ea 
1 ea 
1 ca 

1 ea 

2 ea 

2 ea 
2 ea 
1 ea 

4 ea 

1 ea 

1 ea 



1 1 1 ea 



1 

2 

2 



2 rtoz 
4 doz 

6 doz 

3 doz 



* doz 

4 doz 

3 doz 

3 doz 

*/3 doz 

ft doz 



4 ea 

2 ea 

4 ea 

1 ea 

2 ea 

1 ea 

1 ea 

1 ea 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 


Quantify 1 
No. at Beds 


SERVICES 


30 


100 


200 


Unl 


Laryngcal applicator, 










Jackson 


- 


- 


1 


ea 


Nasal 










Dressing 










Bayonet shaped, 7 J /& 










inches 


1 


2 


2 


ea 


Hartmann, 6 inches .... 


1 


2 


2 


ea 


Septal ridge, ringed 


- 


- 


1 


ea 


Septum, bone cutting and 










breaking 


- 


- 


2 


ea 


Obstetrical 










Axis traction, Tarnier . . . 


1 


1 


1 


ea 


Curved, Simpson 










12 inches 


1 


1 


1 


ea 


15 inches 


1 


1 


1 


ea 


Placenta, 12 inches 


2 


2 


2 


ea 


Prostalic lobe holding 


- 


1 


1 


ea 


Rectal specimen, Turrell ... 


1 


1 


1 


ea 


Sponge, 9J4 inches, straight, 










box lock 


1 


1 


2 


doz 


Tenaculum 










Double 


2 


2 


2 


ea 


Single 


2 


2 


2 


ea 


Thumb, serrated, dressing 










6 inches 


I 


3 


4 


doz 


10 indies 


6 


12 


12 


doz 


Tissue 










1x2 teeth, 5 inches 


1 A 


1 


2 


doz 


1x2 teeth, 6 inches 


1 


2 


4 


doz 


4x5 teeth, straight, AHis, 










box lock 


2 


4 


6 


doz 


Tongue holding 


1 


1 


1 


ea 


Tonsil 










Hemostatic 










7*/3 inches 


3 


3 


3 


ea 


Sponge 


2 


2 


2 


ea 


Seizing, curved, 9 indies . 


2 


2 


2 


ea 


Uterine 










Dressing, 10 inches 


1 


1 


1 


ea 


Specimen 


1 


1 


I 


ea 


Vulsellum 










Curved, 9 inches 


2 


4 


4 


ea 


Goiter, Lahey, 3x3 teeth 


_ 


2 


2 


ea 


Straight, 9 inches 


4 


4 


4 


ea 


Tumor, angular, 10 inches 


- 


2 


2 


ea 


Gag, mouth 










Denhard 


1 


1 


1 


ea 


Jennings 










Adult 


I 


1 


2 


ea 


Child 


1 


1 


I 


ea 


Gouge, bone 










10 mm 


1 


I 


1 


ea 


14 mm, 


1 


1 


1 


ea 


18 mm 


1 


1 


I 


ea 


Mastoid 










Alexander 










10 mm 


_ 


_ 


1 


ea 


12 mm. 


_ 


_ 


1 


ea 


Andrews, small 


- 


- 


1 


ea 


Guide, drill, bone traction, 










Kirsdmer , 


1 


1 


1 


ea 


Hammer, percussion, Tay- 










lor 


2 


3 


4 


ea 


Handle 










Chuck, bone pin, Stcin- 










mann 


1 


1 


1 


ea 


Driver, hip fracture 










fixation, Smith-Peter- 










son , 


1 


1 


1 


ea 


Knife, operating 










No. 3 


6 


8 


12 


ea 


No. 4 


6 


8 


12 


ea 


No. 7 




1 


1 


ea 


Saw, Gigli 
Headlight 


T 
1 


1 
1 


1 
2 


pr 
ea 


Holder 










Bone pin, Sleinmann, 










medium 


2 


2 


2 


ea 


Needle 










Eve 




1 


1 


Pa 


Mayo 








td 


7 inches 


4 


4 


6 


ea 


8 inches .,.,.. 




2 


4 


ea 


Mayo-French, 6 inches 


3 


3 


3 


ea 



Local 
Ractulromanli 

Unit Total 
Unit No, Price Coit 



CENTRAL MEDICAL AND 
SURGICAL SUPPLY 
SERVICES 



SuflflOited 

Quantity 

No. of Beds 

50 100 200 



local 

Requirement! 

Unit Total 
Unit No. Prl< Coir 



- - 2 ea 



6 ea 

1 ea 

2 ca 
1 ca 

1 ea 

1 ca 



1 1 1 ea 

1 ea 

- 1 ca 

- - I ea 



Sponge, bronchoscope 
Hook 
Bone traction, Kh-sdmci 6 

Dura 1 

Iris 

Blunt - 

Sharp ** 

Strabismus 

Medium - 

Small - 

Impactor, hip fracture 
fixation, Smith-Peterson 
Keratome, angular 

Large 

Medium 

Small 

Knife 
Amputating, Liston, 6 

inches 1 1 1 ca 

Cartilage 1 1 1 ea 

Ear, myringotomy 1 1 1 ca 

Eye. cataract 

Size 1 - 1 1 ea 

Size 2 - - 1 ea 

Size 3 1 1 1 ea 

Nasal 

Septum - - 1 ea 

Submucous, swivel ... - - 1 ea 
Plaster of pans, 6 inches 1 1 2 ea 
Skin grafting, Blair- 
Brown 1 1 1 ea 

Tonsil, 8J4 inches 2 2 2 ea 

Laryngoscope 

Flagg, flashlight type . . 1 1 2 ea 
Jackson 

Adult - - I ea 

Child - - 1 ea 

Mallet 

Fiber - - 

Metal, orthopedic 

Large 1 1 

Small I 1 

Manometer, spinal, water 
typ e i glass with connec- 
tions - 

Mirror 

Head, 3j4 inches diam- 
eter, YZ inch opening 

with head band 2 3 

Laryngeal, size 3 ..... 1 1 
Nail, hip fracture fixation, 

Smith-Peterson 6 6 6 

Needles 
Miscellaneous 
Aneurism, blunt 

Left 1 1 

Right 1 1 

Aspirating, p n e u m o- 
thorax, regular Luer, 
13 gauge, 3J4 inches 2 2 
Spinal puncture, 
18 gauge, 3 : /i inches 3 3 
With stylette 

20 gauge, 3J^ 

inches 6 6 12 ea 

22 gauge, 3 inches 6 6 12 ea 
Tonsil, hypodermic, 
laryngeal and den- 
tal, 23 gauge with 
extension 

Curved, y 2 inch % ft i doz 
t Straight, fcj inch # # 14 doz 
Surgical suture, 
Abdominal, Keith, 
straight, triangular 
point 
1W inches ..... 1 l j j oz 

2?4 inches 1 2 2 dot 

Catgut, Mayo 
Taper point, */ 2 
circle 

Sfce 3 1 1 1 doz 

Size 4, 1 1 l doz 

i rocar point, H 



1 ea 

1 ea 
1 ea 



1 ea 



6 ea 
2 ea 



ea 



i ea 
1 ea 



2 ea 

3 ea 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 

SERVICES 



Quantity 
No. of Budj 
SO 100 200 



Requirements 

Unit ToloJ 
Unit No. Price Coit 



circle 



1 



Cleft palate, 54 
circle, size 3 . . 
Eye 

Cutting edge 
Size 2, % cir- 
cle 

Size 4, y 3 cir- 
cle 

Size 6, j-jj cir- 
cle 

Taper point, y? 
circle 

Size 1 .... 
Size 3 .... 
Fascia, Gallic, 
small size . 
Intestinal 
Taper point 
Fine, straight, 
2&5 inches . 
Murphy, y 2 
circle 

Size 4 .. 1 
Size 6 .. 1 
Surgeons, regular, 
cutting edge 54 
circle 
Size 1 1 



i i ((oz 

i 2 doz 

- 1 doz 
1 1 doz 

- 1 doz 



- 1 doz 
1 1 doz 



1/61/61/6 doz 



1 1 2 dot 



1 2 doz 

1 doz 



1 2 doz 
1 2 doz 



Sjze 12 1 

Uterine, cutting 
edge, 
Martin, J^ cir- 
cle 

Size 3 .. 1 1 1 doz 
Size 6 .. 1 1 1 doz 
Ophthalmoscope-otoscope 

combination set 3 4 6 ea 

Qateototne 

6 mm 1 1 1 ea 

12 mm 1 1 1 ea 

18 mm 1 1 1 ea 

Packer, uterine 1 1 1 ea 

Pelvimetcr, Mai tin 1 1 1 ea 

Periosteotome and elevator, 

Alexander, costal 1 1 1 ea 

Pin, bone extension, Stein- 

mann, 9 inches 2 2 2 ea 

Plate 

Bone, Sherman. 18-8, 
SMO steel, ufzcs 0-8 

with screws 1 1 1 set 

Eyelid, metal or hard 

rubber , - - 1 ea 

Probe 

General operating, 
straight 

6 Indies I 2 2 ea 

8 Inches 2 4 4 ea 

10 inches 2 2 2 ea 

Lacrimal, double ended, 

sires 00-8 - - 1 set 

Mastoid, No. 1, silver . * - - 1 ea 
Rasp 

Bone 1 1 1 ea 

Nasal 

Coarse - - 1 ea 

Fine - - 1 ea 

Raspatory, elevator, Doyen 

rib, right and left 1 1 I ca 

Retractor 
Abdominal 
Kelly 

2 inches 2 2 4 ea 

2-tf inches 2 2 4 ea 

3 inches 2 2 4 ea 

Richardson 

1 x fcJ inches 2 2 4 ea 

2 x $, inches 2 2 4 ea 

Deaver 2 2 2 en 

EyelH Fisher - - ' 

General operating 



CENTRAL MEDICAL AND sweated 

SURGiCAL SUPPLY Mn Qo " '* 
etPDMifirts "" * Bet " 
at,KVlCli6 SO 100 200 Un 


Flexible 










\- l /i x 13 inches . . . 


2 


2 


4 


a 


2 x 13 inches 


2 


2 


4 


ea 


Murphy 










3 prong, blunt 


2 


2 


2 


ea 


4 prong, sharp ..... 


2 


2 


2 


ea 


Volkman, 2 prong. 










blunt 


2 


2 


2 


ea 


Goiter s Lahey 


_ 


2 


2 


ea 


Mastoid, Jansen ....... 


1 


1 


1 


ea 


Prostatic, Young 










Large 


_ 


- 


1 


ea 


Small 


_ 


_ 


1 


ea 


Rectal, medium 


1 


1 


1 


ea 


Self-retaining 










Balfour 


1 


1 


1 


ea 


Beckman, goiter 


- 


2 


2 


ea 


Bladder . . , 


1 


1 


! 


ca 


Gelpi, perinea! , 


1 


1 


1 


ea 


Skingraft, Blair-Brown, 










suction 










Size 4.5 cm 


1 


1 


1 


ea 


Size 7 cm 


1 


1 


1 


ea 


Tonsil, Davis, 7 inches . 


2 


2 


2 


ea 


Trachea, Hupp 










1 prong 


1 


1 


1 


ca 


3 prong f 


2 


2 


2 


ea 


Vaginal, Sims 
Vein, Gushing 


2 
2 


2 

2 


2 
2 


ea 
ea 


Rheostat, lamp socket type, 










110 volts, 60 cvcle, alter- 










nating cm rent 1 


1 


1 


1 


ea 


Saw 










Amputating, Satterlee, 










blade 8 indies 


1 


1 


1 


ea 


Bone, electric 1 


- 


1 


1 


set 


Plaster, curved blade . . 


1 


1 


1 


ea 


Wire, Gigli, 16 inches . . 


4 


6 


12 


ea 


Scissors 










Bandage, angular, 7 










indies 


6 


9 


12 


ea 


Curved, two sharp blades, 










5 inches 


4 


6 


6 


ea 


Dissecting, Mayo 










Curved 










6-J4 inches 


6 


6 


12 


ea 


9 inches 


1 


1 


1 


ea 


Straight 
6-$ Inches 


6 


6 


12 


ea 


Enucleation, full curved, 










5 inches 


1 


1 


I 


ea 


Heavy pattern, 8 inches 


3 


6 


9 


ea 


Iris, curved, 4-J4 inches 


- 


I 


1 


ea 


Operating, curved 










Bhint, 5 inches ....... 


4 


6 


6 


ea 


One point sharp, S-Yz 










Inches 


3 


3 


3 


ea 


Strabismus 










Curved, 4- l /i inches . . 


1 


1 


1 


ea 


Straight, 4-14 inches . 


1 


1 


1 


ea 


Tenotomy, Stevens 










Curved 


1 


2 


2 


ea 


Straight , 


1 


1 


1 


ea 


Tonsil, blunt, 7 inches . . 


2 


2 


2 


ca 


Turbinate, nasal 


_ 


_ 


1 


ea 


Uterine, blunt, 7- J /3 inches 


1 


1 


1 


ea 


Scoop 










Common duct, Mayo . . 


1 


1 


1 


ea 


Gallstone, Ferguson, set 










of 3 


1 


1 


1 


set 


Screw driver, bone plate . . 


1 


1 


1 


ea 


Separator, dura, Horsley . 


1 


1 


1 


ea 


Sharpener, needle, stone . . 










Shears, rib cutting 


1 


1 


1 


ea 


Sigmoidoscope 
Skid, hone, double ended. 


1 


2 


4 


ea 


Murphy, \3- l A inches ... 


1 


1 


1 


ca 


Snare 










Ear 


- 


- 


1 


ea 


Nasal 





_ 


i 


ea 


Tonsil 


2 


2 


2 


ea 



Local 

Requlromonls 

Unit Total 
Unit No. Price Catt 



>StiaU comply with requirements of National Fire Protective Assoc 
Code No. 56, current edition. Attachment plugs, explosion}) root or noi 
hall conform to Section 2438 of this code. 
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CENTRAL MEDICAL AND 
SURGICAL SUPPLY 


Suggested Local 
Quantity Requirements 
No of Bed* Unit Total 


SERVICES 


SO 


100 


300 Unit No. Price Cost 


Sound 








Urethral, curved 








Le Fort 








12 Fr. 


1 


1 


1 ea 


14 Fr 


1 


1 


1 ea 


16 Fr. 


1 


1 


1 ea 


18 Fr. 


1 


1 


1 ea 


20 Fr 


1 


1 


1 ea 


Van Buren 








22 Fr 


1 


1 


1 ea 


24 Fr 


1 


1 


1 ea 


26 Fr 


1 


1 


1 ea 


Uterine, graduated, Simp- 








son 


4 


6 


12 ea 


Speculum 








Ear 








Bivalve 


1 


1 


1 ea 


Single, sizes 1-4 nested 


1 


1 


1 set 


Eye 


1 


2 


2 ea 


Nasal 








Killian, sizes 5, 6 5, 9 








on 


- 


- 


1 set 


Vienna 








Adult 


1 


2 


2 ea 


Child 


1 


2 


2 ea 


Rectal, bivalve, Pratt . . 


1 


1 


1 ea 


Urethral, Mosher 


1 


1 


1 ea 


Vaginal 








Graves 








Large 


1 


1 


1 ea 




3 


3 


3 ea 


Small 


1 


1 


1 ea 


Sims, double ended 








Size 2 


2 


2 


2 ea 


Size 4 


2 


2 


2 ea 


Weighted 


1 


1 


1 ea 


Sphere, eye capsule, glass 








or vitallium, 12, 14-J4, 








16-J4, 18-J^ mm 


- 


1 


1 ea 


Splint 








Airplane 








Adult 


1 


1 


1 ea 


Child 


1 


1 


1 ea 


Youlh 


1 


1 


1 ea 


Arm, Thomas 








Adult 


1 


1 


2 ea 


Child 


1 


1 


2 ea 


Youlh 


1 


1 


2 ea 


Clavicular cross 








Adult 


1 


1 


I ea 


Child 


1 


1 


1 ea 


Infant 


1 


1 


1 ea 


Youth 


1 


1 


1 ea 


Colics 








Left 








Adult 


2 


2 


4 ea 


Child 


2 


2 


4 ea 


Youth 


2 


2 


4 ea 


Right 








Adult 


2 


2 


4 ea 


Child 


2 


2 


4 ea 


Youth 


2 


2 


4 ea 


Finger, assorted sizes 


1 


1 


1 doz 


Forearm 








Left 








Adult 


1 


1 


2 ea 


Child 


1 


1 


2 ea 


Youth 


1 


1 


2 ea 


Right 








Adult 


1 


1 


2 ea 


Child 


I 


1 


2 ea 


Youth 


1 


1 


2 ea 


Taw, fracture 


1 


1 


1 A 


Knee 




J 


a 


Adult 


1 


1 


2 ea 


Child 




i 




Youth 


1 


I 

1 


ea 
2 ea 


i.ec 








Cahol 








Adult 


1 


1 


9 


Child 






9 


Youth 


1 


1 


2 ea 


Thomas 








Adult 


1 


I 


2 ea 



CENTRAL MEDICAL AND 
SURGICAL SUPPLY 


Suggested 
Quantity 
No, of Beds 


Local 

Requirement! 
Unit Tata) 


SERVICES 


50 


100 


200 


Unit No. Prlea Coil 


Child 


1 


1 


2 


ea 


Youth 


1 


1 


2 


ea 


Utility, aluminum, set of 










7 


1 


1 


1 


set 


Spoon 










Eye exenteration 


- 


1 


1 


ea 


Gall bladder 


1 


1 


1 


ea 


Spreader, plaster cast. Hen- 










nig 


1 


1 


1 


ea 


Starter, hip fracture fixa- 










tion, Smith-Peterson . . . 


1 


1 


1 


ea 


Stripper 










Fascia 


1 


1 


1 


ca 


Rib with elevator 


1 


1 


1 


ea 


Syringe, glass, tonsil, Ltier, 










lock tip, Sec 


2 


4 


4 


ea 


Telescope, observation, 










McCarthy, Foroblique . 


- 


- 


1 


ea 


Tip 










Ether 


4 


5 


6 


ea 


Uterine, irrigating 


1 


1 


1 


ea 


Trephine, corneal 


- 


- 


1 


ea 


Trocar 










Antrum, Lichtwicz .... 


- 





1 


ca 


Gall bladder, Ochsner . . 


1 


1 


1 


ea 


Ovarian, 18 Fr 


1 


1 


1 


ea 


Tube 










Antrum wash .......... 


_ 


- 


1 


ea 


Aspirating, bronchial 










Large 


_ 


- 


1 


ea 


Small 


- 


- 


1 


ea 


Suction 










Frazier, 8 Fr. 


1 


1 


1 


ca 


Tonsil and abdominal 


4 


6 


8 


ea 


Trachea, Jackson 










Size 1 


1 


1 


1 


ea 


Size 2 


1 


1 


1 


ea 


Size 4 


1 


1 


I 


ea 


Wire 










Bone traction, Kirschner 


l /t 


X 


X 


doz 


Tonsil, snare, cut and 










formed, sizes 7-10 


6 


9 


12 


doz 


Wrench, bone traction, 










Kirschner 


I 


1 


1 


ca 


Supplies 










Bandages, Dressings, 










Gauze, Pads, Sponges, 










Sutures, Wrappers, Or- 










thopedic and Miscellane- 










ous Supplies based on in- 










dividual requirements. 











LAUNDRY 



Soiled Linen Receiving, 

Sorting and Washer 
Loading Room 

rived Equipment 



Suggested 

Quantity 

No. of Bedi 

75 100 200 

175 300 



1 1 



Board, bulletin, 

26 x 24 inches 

Clock, electric 

Fountain, drinking 

Scales, platform, 

flush with floor 

Tub, laundiy, 

two compaitments 

Washer-extractor, double- 
door, automatic formula 
dispenser 1 

130 pounds capacity , . 
200 pounds capacity . ', 
400 pounds capacity . ". 



1 1 I 
1 3 1 



according to local requirements and 



67 



LAUNDRY 

Ma^ of -Movable Equipment 
Truck, soiled linen 



Sgfltjaited Local 

Quantity Rqulramanti 

No. of Bedi Unit Total 

75 100- 200- Unll No. Price * 
175 300 



4 5 



Supply Storage Room l i i 

Fixed Equipment 

Shelves 4 5 6 

Major-Movable Equipment 

Caii; utility 1 1 1 

Cradle, dium , 2 2 4 

Ladder, 2 steps with tails .111 

Janitors Closet 1 1 1 

fifed Equipment 

Basin, mop seivicc willi 

floor drain 1 1 1 

Holder, mop handle 1 1 1 

Shelf, supply 1 [ I 



Major-Movable Equipment 
Truck, mopping 2 buckets 



Clean Uncn Processing Room 

Fixed Equipment 

Board 

Bulletin, 26 x 24 inches . 
Ironing, finishing, wall 





Clock, electric .... ....... 

Compressor, air , ......... 

Folder, linen, 120 inches . . 
Fountain, drinking ....... 

Ironer, fiatwork with venti- 



with wringer 


1 


1 


I 


Toitct, Locker Room ami 








Shower 


1 


1 


1 


Fi\cd Equipment 








Bar, towel 


1 


1 


1 


Hook, clothes 


2 


2 


2 


Lavatoiy, blade handles . . . 


1 


1 


1 


Light above lavatoty 


1 


1 


1 


Locker, clothes, steel, 








15 x IS x 60 inches .... 


3 


4 


5 


Mirror above lavatory .... 


1 


1 


1 


Soap 


1 


1 


1 


Waste, wall recessed .... 


1 


1 


1 


Seat, built-in, dicsbing com- 








partment . , , , 


1 


1 


1 


Shel! above lavatoiy 


1 


1 


1 


Shower and dressing com- 








partment with curtain 








rods 


1 


1 


I 


Water closet 


1 


1 


1 


Major-Movable Equipment 








Chaii, sti aight 


1 


1 


1 


Office , 


- 


1 


1 


Fixed Equipment 








Board, bulletin, 








26 x 24 inches 


1 


1 


1 


Clock, electric 


1 


1 


1 


Pneumatic tube station .... 


- 


1 


1 


Major-Movable Equipment 








Bookcase 


1 


1 


1 


Cabinet, filing, letter size, 








5 drawer , 


1 


1 


1 


Chair 








Office, with arms, seat 








and back cushion 


1 


1 


1 


Straight , 


2 


2 


2 


Desk, office, double pedestal 


1 


1 


1 


Lamp, desk , 


I 


1 


1 



1 1 1 



111 



1 1 1 



LAUNDRY 



SuBflitd Uteri 

Quantity Requirement* 

No. ef Bads Unit Total 

rs TOO- 200- Unit Me. Mc Col 
175 300 



. canopy' 

2-roll, chest type, 
120 inches 

4- roll, 120 niches 

6-roll, 120 inches 

Press 

Finishing , 

Utility 

Tumblei, drying 1 

50 pounds capacity 

100 pounds capacity .... 

Major-Movable Equipment 

Cart, wire, adjustable 

shelves 

lion, electric 

Table, locking casters 

Linen folding, 
30 x % inches 

Shake-out with sloping 
sides, 48 x K4 inches . . 

Work, 30 x % inches . . 
Truck, clean liiu'ii 5 

Toilet, LocEccr Room imd 
Shower 



- 1 - 



Bar, towel 

I look, clothes 

Lavatoiy, blade handles . . 

Light above lavatoiy 

Locker, clothes, steel, 
15 x 18 x 60 inches .... 

Mirror above lavatoiy .... 

Receptacle 

Soap 

Waste, wall recessed .... 

Seal, built-in, dressing com- 
partment 

Shelf above lavaicn-y 

Shower and dressing coni- 
IKulnient with cut tain 
rods 

Water closet 

Afttjor-Afovabfe Equipment 
Cli;ur, 



Clean Linen and Pack 
Preparation Room 

Fired 



Sewing Room ,.,',. 

3'iA'cd Equipment 

Board, bulletin, 
26 x 24 inches 



2 


4 


6 


1 


1 


1 


1 


1 


1 


1 


1 


1 


[ 


1 


1 


5 


6 


10 


1 


I 


1 


1 


1 


1 


2 


2 


I 


1 


1 


1 


I 


1 


1 


6 


8 


ID 


1 


1 


I 


1 


I 


1 


1 


1 


1 


1 


1 


1 


I 


I 


I 



3 4 



1 1 1 



Boaut, bulletin, 

26 x 24 incites 1 I 1 

Clock, electiic 1 1 1 

Counter, linen stacking, 

pass- through from clean 

linen pioccs&ing loom ..1 1 1 
Wi n d o w, pass-through, 

locking above counter 1 1 I 

-Movable Equipment 

Cm t, clean linen, enclosed, 
adjustable shelves and 

partitions 4 7 11 

Table, locking casters 
Linen inspection, trans - 
illuminated, 36 x 72 

inches 1 1 1 

Pack making, 

30< x % inches 1 1 1 

Work, 30 x 96 inches . , . 1 1 1 



1 1 I 



1 1 1 



r l"ype and capacity may vnry according to local requiicmciits ant) 
prefer en cc. 
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LAUNDRY 



Laid 

Quantity Roqulramanli 

Ha, of Bad* Unlr Total 

73 100- 300- Unit Ho. ftlta Cost 
173 300 



Cabinet, wall 


1 1 1 


Clock, electric 


1 1 1 


Counter, 36 inches high, 




open below 


1 I 1 


Major-Movable Equipment 




Chair, straight 


2 3 4 


Hamper, linen 


1 2 3 


Machine 




Marking, linen, ( Coot, 




hand, or electric with 




accessories 


1 1 I 


Patching, thermo-type . . 


1 1 1 


Linen 




Minor Equipment 




Apron, cotton twill with bib 


6 12 24 doz 


Bag, laundry 




Hamper 


4 8 12 doz 


Isolation, identified 


2 4 6 doz 


Net. assorted sizes ..... 


2 4 6 doz 


Bib 1 


2 4 6 doz 


Binder 




Abdominal 




Infant 


30 72 125 doz 


Large 


248 doz 


Medium 


4 8 12 doz 


Small . .. .. 


2 4 8 doz 


Breast 




Large 


2 4 & doz 


Medium 


4 8 16 doz 


Small 


2 4 8 doz 


Scultetiis 


4 8 16 doz 


T 1 






4 8 16 doz 


Mrtle 


2 4 8 doz 


Blanket 




Bassinet, cotton, 




30 x 40 inches 


14 34 50 doz 


Bed 




Cellular cotton or wool 


12 30 50 doz 


Cotton .... i 


20 40 70 doz 


Cap 1 




Cook , 


2 4 S doz 


Scrub 




Nurse 


8 16 32 doz 


Surgeon 


4 8 16 doz 


Cloth, dust 1 


4 8 16 doz 


Cover 




Hot water bottle-ice com- 




bination 1 


12 20 30 doz 


Tee collar 1 


3 7 12 doz 


Mattress 5 




Bed 


12 30 50 doz 


Crib 


246 doz 


Youth bed 


123 doz 


Pillow, plastic 




Small 


6 14 25 doz 


Standard 


15 36 62 dor 


Shoe, conductive. 




assorted sizes 1 


5 10 20 dor 


Table, Mayo, identified . 


3 5 12 doz 


Curtain 




Cubicle 


10 20 40 doz 


Shower 


8 16 32 doz 


Diaper 1 ,...,,.,,. 


40 100 150 doz 


Gown 




Dental 


1 2 4 doz 


Examining 




Regular 


4 8 12 doz 


X-ray, identified 


3 6 9 doz 


Isolation, identified 


2 6 8 doz 


Patient 




Adult 




Large 


12 30 50 doz 


Medium 


25 58 100 doz 


Small ., 


12 30 50 doz 


Child 




Large 


2 4 6 doz 


Medium 


.169 doz 



.'Disposable may be ore/erred. 

3 Not needed if plastic covered mattress used. 



LAUNDRY 



Sufljjoitod Local 

Quantity Requlremonli 

No. of Bods Unit Tolal 

75 100- 200- Unit No. Prlto Ceil 
175 300 



Small 


4 


8 


12 


do/. 


Infant 


y 


20 


JO 


dt)/ 


Sciub, mines, itssoited 










si/es 


3 


6 


12 


doz 


Surgeon 










Large 


4 


8 


12 


doz 


Medium 


6 


10 


20 


doz 


Small 


8 


12 


25 


do/ 


Leggings 1 










Obstetrical 


12 


24 


40 


in 


Sttigkul 


M 


72 


% 




Mask, MliRie.d' 


SO 


100 


201) 


do/ 


Mat, hath, cotton 1 


3 


6 


10 


do/ 


Pad, mattress 










Bassinet 


14 


34 


50 


do/ 


Bed 










Hospital 


,17 


87 


ISO 


do/ 


Youth 


2 


4 


ft 


do/ 


Cub 


2 


4 





do/ 


P<ijama 










Adult 


2 


4 


8 


doz 


Child 


4 


8 


16 


doz 


Pillow 










Small, soft 


6 


14 


25 


doz 


Standard, medium 


12 


26 


*50 


tloz 


Pillowcase 










Small 


18 


43 


75 


do/ 


Standaid 


75 


175 


300 


do/. 


Rcstiainis 


2 


4 


8 


set 


Robe, bath 










Adult 


? 


4 


8 


doz 


Child 


4 


8 


16 


do/ 


Sheet 










Bed 










Hospital, 72 x 108. 










inches 


75 


175 


300 


do/. 


Youlh, 54 x 90 inches . 


4 


8 


p 


do/ 


Crib, 45 x 72 inches . . . 


4 


8 


12 


doz 


Diaw, 54 x 72 inches . . 


25 


58 


100 


do/ 


Laporalomy, identified, 










72 x 90 inches 


2 


5 


14 


doz 


Perinea! or gynecological. 










identified, 72 x <)9 










inches 


2 


4 


8 


do/ 


Surgical, identified, 96 x 










108 inches 


6 


10 


12 


do/. 


Shiit, infant 


10 


26 


40 


do/ 


Spread 










Bed 










Hospital, 72 x 108 










inches 


.10 


60 


120 


do/ 


Youlh, 63 x 90 inches . 


1 


2 


3 


do?. 


Gib, 45 x 72 inches .... 


1 


2 


3 


do? 


Suit, scrub, suigeon, as- 










sorted sizes 


4 


8 


16 


do/. 


Towel 










Bath, terry, 2Q x 40 










inches 


40 


87 


150 


do? 


Htick, hand and face, 17 










x 32 inches 


50 


116 


200 


doz 


Surgical, identified, 18 x 










36 inches 


50 


100 


200 


doz 


Tea, crash, 17 x 32 










inches 


15 


30 


60 


doz 


Washcloth, terry, 12 x 12 










inches 


75 


175 


300 


(|07 


Wrapper 1 










10 x 10 inches 


10 


20 


30 


do/ 


20 x 20 inches 


20 


30 


40 


doz 


30 x 30 inches 


20 


30 


40 


doz 


40 x 40 inches , , 


10 


20 


30 


do/ 


72 x 72 inches, extra 










heavy duty 


10 


20 


30 


do? 


Supplies 










Washing c o in p o u n d s, 










soaps, bleaches and 










miscellaneous supplies 










based on individual re- 










quirements. 










'-Disposable may be preferred. 
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HOUSEKEEPING 
Housekeeper's Office 



Suggested 

Quantity 

No. of Bod: 

50 100 200 

1 1 1 



La col 
Requirement! 

Unit Total 
Unit No. Prio Coif 



Pixed Equipment 
Board, bulletin. 26x24 

inches ................. 1 

Cabinet, wall ............ 1 

Clock, electric ........... 1 

Counter, 30 inches high 

Cabinets below ...... ... 

Drawers below ........ 

Intercommunication system 

remote station ...... 

Pneumatic tube station ... - 
Shelves, compartmentalized 

Major-Movable Equipment 

Cabinet, filing, letter size . 
2 drawer .............. 2 

5 drawer ............. - 

Cart, maids, cleaning 
supplies ............... 3 

Chair 
Posture ............... - 

Straight ............... 2 

Desk, office, single pedestal - 
Machine 

Floor maintenance 
18 inches, ............ 2 

Combination sci ubbei 
and vacuum, 18-24 
inches .... ...... ... - 

Wall washing, electric . . - 
Table, 24x36 inches ...... - 

Vacuum cleaner, wet and 
dry, capacity 10 gallons 



Housekeeping 
Minor Equipment 

BaskeJ 

Maids, wire 

Waste paper 
Broom 

Fiber or plastic 

Whisk 
Brush 

Bedpan 

Bottle, nursing 

Counter 

Hand, surgery 

Radiator 

Scrub 

Sweeping, floor, 18- 
inches with handle 

Toilet ..... ..... 

Bucket, galvanized iron, 

12 quart ............... 

Chamois skin, 24x36 inches 
Cloth, cleaning, cheese 

cloth .................. 

Gloves, work ............ 

Hanger, coat ....... ..... 

Mop with handle 

Dry, sweep, 18 inches . . 

Wet, 24 ounces ,,..*... 
Pad, kneeling ... ......... 

Pan, dust with handle .... 

Pump, spray, germicide . . 
Refill, mop, dry, sweep, 

18 inches .............. 

Scissors, heavy pattern, 

8 Inch length .......... 

Sponge, cellulose . . ...... 

Squeegee, window .. ...... 

Thermometer, room ...... 

Supplies 

Cleaning Compounds, Pol- 
ishes, Soaps, Paper Bags, 
Toilet Tissue and Miscel- 
laneous Supplies based on 
individual requirements. 



1 1 



1 
5 9 



3 4 



- - 1 

- - 1 

- 1 1 

223 



3 6 12 
75 ISO 275 



\ 



1 \'A 
1 2 



3 
2 

1 1# 3 
6 12 18 
11^ 3 
4 8 16 

6 12 18 

1 2 3 

6 12 18 
6 9 12 

50 75 100 
6 12 18 

2 3 6 

# J4 1 

1 1 3 

M I 2 

6 12 18 

3 6 12 



ea 
ea 

doz 
doz 

doz 
doz 
doz 
doz 
doz 
doz 

ca 
do?. 

ea 
ea 

Ibs 
pr 
lumd 

doz 

doa 

doz 

ea 

ea 



2 2 3 doz 



3 6 9 

l /i 1 2 

3 6 12 

6 12 18 



ea 
doz 
ea 
ea 



CENTRAL STORES 
Vestibule 

Pixed Equipment 

Board, bulletin, 26x24 
inches , f 



Suggestod 

Quantity 

No. of Beijj 

50 TOO 200 

I 1 1 



ID ca I 
Requirements 

Unit Total 
Unit No. Prko Cost 



Clock, electric 

Clock, time 

Rack, time card 

Scale platform, flush with 
floor 

Major-Movable Equipment 



Anesthetic Gas 

Fixed Equipment 
Shelves, metal, adjustable, 

18 inches deep 

Swilcli 1 

Major-Movable Equipment 

Issue and Receiving ......... 

Fixed Equipment 

Cabinet, wall, locked 

Counter 
30 inches high with 

drawers below 

36 indies Iiigii with 

locked cabinets below . 
42 inches high, open 

tielow 

Intercommunication system 

remote station 

Pneumatic tube station . . . 



1 1 



1 1 1 



1 1 I 



1 1 1 



I 1 1 
1 1 1 

I 1 1 



1 1 



Major-Movable Equipment 
Cabinet, filing, legal size, 

4 drawer - . 2 4 8 

Chair, straight 1 2 3 

Case Storage and Bulk Food . . 1 1 1 

Fixed Equipment 
Shelves, metal, adjustable, 
18 inches deep 

Major-Movable Equipment - 

General Storage 1 1 1 

Fined Equipment 
Cabinet, metal, shelves and 

doors . * 

Shelves, metal, adjustable, 

18 inches deep , 

With backs, lower shelves 
24 inches deep, upper 
shelves starling 36 
Inches from door .... 

Major-Movable Equipment 

Bulk Storage 1 1 I 

Fixed Equipment 

Counter, open shelf below I 1 1 
Platform, \vood h raised 8 
incites from floor ...... 1 I I 

Major-Movable Equipment 

Can with cover 

lOgallon 2 3 5 

20 gallon 2 3 5 

Furniture Room . . , , 1 1 1 

Ptxed Equipment 
Bin, bed 

Head ami foot 5 10 20 

Spring 1 1 2 



'Shall comply wtth requirements of Nation*! Fire 
Code No. 5fi h current edition, 
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CENTRAL STORES 

Rack, for 5 mattresses 

Bed 

Crib 



Quantity 
No. of Bodj 
50 100 200 



1 



2 4 

2 4 



Major-Movable Equipment 

Bassinet, cabinet type . .. f 2 

Bed, youth 2 

Crib with tilt spring 3 

Light, bed 5 

Mattress 

Crib 5 

Youth bed 2 

Pad, bassinet 6 

Walker, invalid 1 



Pharmacy Storeroom 

FtA'cd Equipment 

Rack, barrel 

Shelves, metal, adjustable, 
with backs, lower shelves 
24 inches deep, upper 
shelves starting 36 inches 
from floor, 18 inches deep 

Major -Movable Equipment 

Ladder, 2 step with rails . . 
Pump, drum 



Anesthesia and Therapeutic 
Gases, Pharmacy and 
Miscellaneous Supplies 
based on individual re- 
quirements 



EMPLOYEE FACILITIES 



Female Lounge 

Fixed Equipment 
Board, bulletin, 26x24 

inches ........ , 

Clock, electric 

Counter. 30 inches high, 

open below . . .., 

Mirror 
84x24 inches, above 

counter 

Full length, wall 
mounted 



Aftijor-Movabte Equipment 

Bed, Hollywood, 6 legs . 

Chair, easy, seat and back 
cushions 2 

Lamp, table 

Table _ 

Bedside, 26 inches high 
Lamp 



Male Lounge 

Fixed Equipment 
Board, bulletin, 26x24 



3 

5 

5 

10 

10 
5 

12 
2 



6 
10 
10 
20 

20 

10 

18 

4 



I I 1 



I 1 I 
1 1 1 



Record Storage Room ....... 1 1 1 

Fived Equipment 

Cabinet, filing, open shell, 
10 shelf ............... 11 22 30 

Major-Movable Equipment 

Ladder, 3 step with rails , . 1 1 1 
Table, work, 30x60 inches 1 I 1 

Central Storerooms 

Minor Equipment ......... - 



1 1 1 



1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


1 


2 


2 


2 


4 


1 


I 


2 


1 


1 


2 


1 


1 


2 


1 


1 


1 



local 
Requirement) 

Unit lotol 
Unit No. Price Coil 



'Allow ipace Sot this number but remy be purchased ai needed. 



FACILITIES 


Sug geited 
Quantity 
No. of Beds 
50 100 200 

1 1 1 


total 
Requirement* 
Unit Total 
Unit No. Prl Coil 


ectiic 


. 1 1 1 





inches 
Clock, c 
Counter, 30 inches high, 

open below 1 1 1 

Mirror, 84x24 inches, above 

counter 1 1 1 



Major-Movable Equipment 
Chair, easy, seat and back 

cushions 2 

1 



Lamp, table 

Table, occasional 



1 



Major-Movable Equipment 
Receptacle, waste 
Foot-operated closed top 1 
Paper towel ........... 1 

Employee Facilities 

Minor Equipment 
Included under Linen Mi- 
nor Equipment see 

Laundry 



Based _on individual 
requirements. 



MAINTENANCE 



Engineer's Office ....... .... - 

Fixed Equipment 

Board, bulletin, 26x24 

inches ................. _ 

Cabinet, metal, shelves and 

doors ............ ..... - 

Clock, master ............ - 

Heating and ventilating 

control panelbpard ..... - 
Intercommunication system 

remote station ....... - 

Key control, master ...... 1 

Locker, clothes, steel, 

15x18x60 inches 
Pneumatic tube station 

Major-Movable Equipment 
Bookcase 1 . . , . . .......... - 

Cabinet, filing, legal size . . 
4 drawer ......... ..... - 

Chair 

Office, swivel with arms - 
Stiaight ............... - 

'Fixed equipment may he substituted. 



- 1 



Locker Room .............. 2 2 2 

Fixed Equipment 
Locker, clothes, steel 
15x18x60 indies ........ 24 48 96 

Major-Movable Equipment - - 
Toilet, Lavoratory and Shower 222 



Fixed 

Bar, towel .............. 2 2 2 

Lavatory ............... 2 2 2 

Minor above lavatory ... 2 2 2 

Receptacle, soap ......... 2 2 2 

Shelf above lavatoiy ..... 2 2 2 

Shower and diessing com- 

partment with curtain 

and rod ..... . ......... 2 2 2 

Water closet ............ 2 2 2 



1 1 
1 1 



] ] 



1 ] 



] 1 



1 1 
1 1 



71 



MAINTENANCE 

Desk, office, single pedestal 
Lamp, desk ............. 

Rack, plans, 26x42x50 
inches IitRh, open top and 
bottom ................ 



Sutiqaited 

Quantity 

No. of Beds 

SO 100 300 



local 

Requirements 

Unit Total 
Unit Ho. PHeo Coil 



Toilet 



Equipment 
Lavatory 

Minor above lavatory 
Shelf above lavatory . 
Water closet 



1 1 I 



1 1 1 

1 1 1 

1 I I 

1 1 1 



Fixed Equipment 

Pneumatic tube station, 
central 1 



Major -Movable Equipment 

Gear Room 

Fixed Equipment 
Shelves, meial, adjustable 

Mahr-Movable Equipment 



Carpenter Shop - 

Fixed Equipment 

Bench, work, 36 inches 
high with heavy plank 
top, slide drawers and 
cabinets below - 

Cabinet 

Metal, shelves and doors - 
Wall - 



Mnior-Movablc Equipment 
Receptacle, waste, paper 
towel 1 1 1 

Mechanical and Electrical Shop - - 1 

rived Equipment 
Bench, work, 36 inches 

high with heavy plank 

top, slide drawers and 

cabinets below - - 2 

Bin, storage, steel - - 6 

Cabinet 

Metal, shelves and doors 3 

Wall - - 4 

Doctors paging system 

control panel - - 1 

Locker, clothes, steel, 

15x18x60 inches - - t 

Rack, wall 

Reel for extension cord, 

wall mounted 

Sink, service, grease trap . 

ilfaiai'-Muvable Equipment 

Board, test with lamp and 
bell transformer 

Buffer and grinder, electric 

Prill press 

Hood, dust grinder 

Ladder 
Mechanics, extension 

12 feet 

24 feet 

36 feet 

Step, height 6 feet .... 

Truck, four wheel, espe- 
cially equipped as needed 

Vise 

Machinists, bench 

Pipe 

Welding outfit 

Pneumatic Tube 
Transfer Room 



9 

- - 2 

- - 1 



1 1 



1 I 



1 I 1 



'May be considered for expansion in n SO bed hospital. 



MAINTENANCE 

Locker, clothes, steel, 

15x18x60 Inches 

Rack, wall , 

Sink, service, grease trap 

Maior-Mtwabic Equipment 

Cutter, key , 

Ladder, step, height 6 feet 
Saw, power, table with 

jointer 

Stand, pedestal 

Truck, four wheel, espe- 
cially equipped as needed 
Vise, woodworkers 



Paint Storage . , 

Fired Equipment 

Rack, wall 

Shelves, metal, adjustable 
Sink, service, grease trap . 

Major-Movable Equipment 
Platform, painters, com- 
plete with scaffolding, 
base plates and guard 

rail, 10 feet 

Table, work, 30x64x36 

inches high . 

Truck, four wheel, espe- 
cially equipped as needed 

Kcflnlshtng Shop 

rived Equipment 
Cabinet, metal, shelves and 

doors 

Hood, spray, vapor tight, 

exhaust fan and hinged 

panel front and back ... 
Locker, clothes, steel, 

15x18x60 inches 

Kaok, wall 

Sink, service, grease trap 

iMtiior-Mnrablc Equipment 

Ladder, step, height 6 feet 

Table, glass-cutting, 30x 

64x36 mclics, glass rack 

below 



Corridor . . .......... , , . 

Fited Equipment 

Fire alarm board and 

alarm 
Watchman's station ... 



Equipment 



Maintenance Shop 

Fixed Equipment 

Bench, work, 36 inches 
liiKh with heavy plank 
top, slide drawers and 
cabinets below .. 

Board, bulletin, 26x34 
incites 

Bookshelf 

Cabinet 

Metal, shelves and doors 
Wall 

Clock, master 

Doctors paging system 
control panel 

Heating and ventilating 
control panelboard 

Locker, clothes, steel, 
15x18x60 inches ....... 

Rack, wall ,,.,,.. 

Reel for extension cord, 
wait mounted 

Sink, service, grease trap 

Major-Movable Equipment 



Quantity iulnnlt 

No, of Bods Unit Total 

50 100 300 Unit No, Price foil 



- 3 

- 7 

- 1 



- - 1 

_ _ i 

_ - 1 

_ i 

1 1 1 

- _ ft 

- - f 



1 1 1 



1 1 1 



1 2 - 



2 

5 9 



1 1 - 



2 3 

? 7 

1 2 

1 1 
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MAINTENANCE 



Suggested 

Quantity 

No, of Bedi 

50 100 200 



Local 
Requirement* 

Unit Tola! 
Untf No. Prl*e Coa 



Board, test with lamp and 
bell transformer 1 1 

Buffer and grinder, electric 1 1 

Cabinet, filing, legal size, 
4-drawer 1 

Chair 

Office, swivel with arms 
Straight 

Desk, ofHce, single pedestal 

Hood, dust grinder ...,., 

Ladder 

Mechanics, extension 

12 feet 

24 feet 

36 feet 

Step, height 6 feet 

Stand, drill, electric 

Truck, four wheel, espe- 
cially equipped as needed 1 1 

Vise 

Machinists, bench 1 2 

Pipe - 1 - 

Welding outfit , - I 



I - 

1 - - 

I - - 

1 1 - 



1 

- 1 

- 1 

_ 1 

1 1 



Ground Maintenance 

Fixed Equipment . 



1 1 1 



Major-Movable Equipment 

Mower, hand, powered . . 1 3 

Sulky, riding, for tractor , 1 1 
Tractor, riding garden type, 
mower, snow remover 

and other attachments . 1 I 

Wheelbarrow 1 2 

Maintenance 
Minor Eqnipmenl 

Auger, commode 1 1 

Bar, wrecking 
24 inches I 



2 ea 
2 ea 

1 ea 



36 inches 1 1 

Bender, hand, H-f4 inch 

rigid and firm conduit .. . - 1 
Bit 

Auger, carpenters brace, 
1 A inch-1 inch, set of 

13 1 1 2 set 

Countersink, square 
shank 

fS inch 1 1 2 ea 

$i inch 1 1 2 ea 

Expansive, l /t - 1 ^ inch 

with extra cutter .... 1 2 2 ea 
Blade 
Hand, hack-saw, 12 

inches 6 12 24 ca 

Saw, coping 6 12 24 ea 

Box, mitre, steel 1 1 1 ea 

Brace, carpenters, 12 inch 

sweep 1 1 2 ea 

Brush 
Paint 
Bristle, flat 

1 inch 2 

2 inches 2 

3 inches 2 

4 inches 2 



4 ea 
4 ea 



Sash ..... , .......... 

Wire, cleaning ....... , 

Bucket, galvanized iron, 14 
quart , ---- ; ............ 

Caliper, firm-joint, 6 inches 
Inside ................. 

Outside ............... 

'Can, oily-waste, automatic 
cover, 10 K a "n ...... 

Chisel 

Blacksmith, 134x7*4 
inches x 2 pounds .... 



4 

4 

4 6 ea 

3 6 ea 

4 6 ea 
2 4 ra 



4 6 12 



1 2 ea 

1 2 ea 

2 4 ea 



1 2 3 ea 



MAINTENANCE 

Machinists, tool steel 



Suggested 

Quantity 

No. of Bods 

SO 100 200 



total 
Raqulramanls 

Unit Totat 
Unit No. Price Call 



Cape, 
Cold 



inches 1 1 2 ea 



1 2 ea 

1 2 ea 

2 2 ea 
1 2 ea 

1 1 ea 

1 1 ea 

J 1 ea 

1 1 ea 

1 1 ea 

1 1 ea 



inches 1 

inches 1 

inches .... 1 
26x^x8 inches . . , , 1 
Wood, flat 

l /4 inch 1 

H inch 1 

l /t inch 1 

54 inch 1 

1 inch 1 

I 1 /* inch I 

Clamp 
C, heavy service 
4 inches, capacity 4}4 

inches 2 4 6 ea 

8 inches, capacity 8j4 

inches 2 4 6 ea 

Furniture bar 

36 inches - 1 1 ea 

48 inches - 1 1 ea 

60 inches - 1 1 ea 

Cup, suction, plumbers ... 1 I 1 ea 
Cutter 
Glass 

Single wheel 1 2 4 ea 

Straightedge 1 1 1 ea 

Pipe. 3 wheel 

2 inch pipe 1 I 1 ea 

4 inch pipe - - 1 ea 

With flarer, copper tube 1 1 1 set 
Detector, leak, hahde, 

complete - 1 1 ea 

Dies with threading device 

for 2 1 /3-4 inch pipe ..... - - 1 set 
Dies and stock 

I^-Mnch pipe , 1 1 1 set 

1-2 inch pipe , , - - 1 set 

Dies and taps, natural 
coarse, natural fine, ma- 
chine screw, medium 
with stocks and tap 

wrencli - - ! set 

Drill 
Jacobs chuck 

Breast, 2 speed 1 1 1 ea 

Electric, portable, low 
speed, 115 volts, al- 
ternating current 

1 A inch - - 2 ea 

ys inch 1 1 1 ea 

Twist, straight shank 
High speed, set of 29, 
Mo inch to J^ inch 

xMa inch 1 1 2 set 

Wire gauge, high 

speed, Nos 1 to 60 . - 1 2 set 
Extractor, screw, set of 6, 

No. 1 to 6 1 1 1 set 

File 

Bastard 
Flat 

10 inches 1 2 4 ea 

12 inches 1 2 4 ea 

14 inches 1 2 4 ea 

Full round 

6 inches 1 1 2 ea 

8 inches 1 1 2 ca 

10 inches , - 1 2 ea 

12 inches 1 2 4 ea 

Mill 

10 inches 1 2 4 ea 

12 inches 1 2 4 ea 

Taper, %ix8 inches ..1 2 4 ea 
Second-cut, flat, 10 

inches ; - 2 4 ea 

Slim, taper, saw, 8 inches - 2 4 ea 
Smooth-cut, flat, 10 

inches ......,, - 2 4 ea 

Flashlight, prefocused, 

black fiber barrel, 2 cell 1 1 2 ea 



Suggojfed 


Local 


Quantify 


Requirement.! 


TXrT*I7TVT 4 *Mf*W 


No 


. of 


Bodi 


Unit Total 


UNIKNAINCK 


50 


too 200 


Unit No. Prlca Cast 


Float, plasterers 


_ 


1 


1 


ea 


Frame, hack-saw, solid 










frame, pistol grip for 










blade 12 inches 


1 


2 


4 


ea 


Funnel 










Capacity *A gallon 


1 


1 


2 


ea 


Capacity I gallon ...... 


- 


1 


1 


ca 


Gauge, carpenters, marking 


1 


1 


1 


ea 


Goggles 










Safety, chipping 


1 


1 


2 


ea 


Welders 


_ 


- 


1 


ea 


Hammer 










Bricklayers, 24 ounces . 


- 


1 


1 


ea 


Carpenters, claw, 16 










ounces 


1 


2 


6 


ea 


Machinists, ball-pein 










16 ounces 


1 


,1 


2 


ea 


28 ounces 


_ 


_ 


1 


ea 


Rawhide 


- 


1 


1 


ea 


Sledge, double-face, 10 










pounds 


I 


1 


1 


ea 


Tack, magnetic 


1 


1 


2 


ea 


Handle, hardwood, 10-14 










inch file 


12 


24 


36 


ea 


Hatcliet, claw, blade 










4 inches 


1 


1 


2 


ca 


Hawk, plasterers 


_ 


1 


1 


ea 


Hoe 


1 


1 


1 


ea 


Hose, garden with nozzle, 










lieavy duty, -Hj inch ..,.200 


.100 


400 


ft 


Iron, soldering, electric 










115 volts, 100 watts .... 


1 


1 


2 


ea 


115 volts, 200 watts 


_ 


1 


2 


ea 


Knife, putty , 


2 


4 


6 


ca 


Lamp 










Electric, hand, portable, 










emergency 


4 


8 


12 


ea 


Testing, neon 


1 


1 


2 


ea 


Level 










Carpenters 










18 inches 


1 


1 


1 


ea 


36 inches 





1 


1 


ea 


Electricians, 9 incites . . , 


_ 


1 


1 


ea 


Mallet, carpenters, round, 










3j4x5j4 inches 


1 


1 


1 


ea 


Measure, liquid, U. S. 










standard 










1 quart 


2 


2 


4 


ea 


2 quart 


1 


2 


2 


ca 


Oiler 










Angle spout, trigger 
pump, platol grip .... 
Straight spout, 8% 


- 


2 


4 


ea 


ounces 


2 


4 


8 


ea 


Pin, drift, barrel-type, 
brass, size l /z inch 






2 


ea 


Plane 










Block, adjustable, 8 










inches 


1 


1 


2 


ea 


Jack, 14 inches, corru- 










gated slide 


1 


1 


1 


ea 


Pliers 










Lap-joint 
Llnesmens side cutters 










6 inches 


1 


2 


4 


ea 


8J4 inches 


1 


2 


4 


ea 


Long nose sharp; 










6 inches , . 


1 


1 


2 


ea 


Rib-joint, 10 inches .... 


1 


1 


1 


ca 


SI jo-joint 










Combination 










6 inches 


1 


4 


a 


ea 


8 inches 


1 


2 


A 


ea 


10 Inches 


_ 


_ 


i 


ea 


Diagonal-cutter, 










6 inches 


1 


2 


4 


ea 


Plumb bob, 2 ounces 


1 


1 


1 


ea 


Puller 










1-200 amperes, 250 volt 










fuse 


1 


1 


1 


ea 


100-600 amperes, 250 volt 


1 


1 


1 


ea 


fuse 


1 


1 


1 


ca 


Punch 











MAINTENANCE 

Center, drill-set, 4 inches 

Taper, pin, 6 inches, set 

of 8, % to H ich .... 

Rake, hand 

Rasp, wood 
Flat 

12 inches 

14 inches 

Half-round 

12 Indies 

14 inches 

Reamer 
Flute, set, #-1 inch x 

%2 inch 

Hand, finishing, straight 
Pipe-burring 
For pjpe %-l inch ,. . 
For pipe J4-2 inches . . 
Rule 

Carpenters, wood, fold- 
ing, 6 feet 

Folding, steel, 6 feet . . . 
Saw 

Carpenters, hand, straight 
back 

Cross-cut, 10 point, 

26 inches 

Rip, 8 point, 26 
inches 



sd Local 

Quantity Requirement! 

No. of Bads Unit Total 

50 100 200 Unit No. Price Cost 



Coping 
Keyhole 



Mitre, 20 inches, hack- 
saw, 14 point 1 

Scraper, paint, 3 incites . . 2 
Screwdriver 
Electricians 

Mox4 t inches . ..* 1 

x6 inches 1 

indies .......... 1 

2 indies - 

Phillips 
No. 1, 3 inches 1 



2 3 CR 

1 1 set 
1 2 ea 



1 2 ea 

1 2 ea 

1 2 ea 

1 2 ea 



- 1 set 

1 2 ea 

1 1 ea 

1 ea 



2 4 ea 
2 4 ea 



1 1 2 ea 



2 4 ca 

1 2 ca 

1 2 ea 

1 1 ea 

4 8 ca 



2 4 ea 

2 4 ea 

2 4 ca 

1 2 ea 

1 2 ca 

1 2 ca 

1 2 ea 

2 4 ca 
2 4 ca 
2 4 ea 

2 4 ea 

2 4 ea 



No. 2, 4 inches 1 

No, 3, 6 inches 1 

Plastic handle 

6 inches , 1 

8 indies , 1 

12 inches , , 1 

Set, nail 

inches f . , 1 

inches 1 

Shears 

Hedge 1 1 2 ea 

Pruning 1 1 2 ea 

Shovel 

Round point 1 1 2 ea 

Square point 1 1 2 ca 

Snake, wire, plimibcrs, J^ 

inch x 25 feet ., 1 1 1 ea 

Snips, tinners, duck bill, 

bite 3 inches I 1 2 ea 

Spade 1 1 2 ea 

Sprinkler 

lawn 1 1 2 ea 

Square 

Bevel, 8 inches 1 1 1 ea 

Carpenters 
Standard, 24x2x18 

Inches 1 1 2 ea 

Try, 12 inches . * I 1 2 ea 

Combination, center head, 

12 inches 1 1 2 ea 

Stone, carborundum, 8x2x1 

Inch .,,.,,.,, 1 1 2 ea 

Tape, measuring, steel 50 

feet 1 1 2 ea 

Torch 

Blow, gasoline, 1 quart .1 1 1 ea 
Soldering - - 1 set 

Trowd 

Bricklayers, blade 10x5 
indies * 1 1 1 ea 



MAINTENANCE 

Plasterers 

Small pointing, blade 

5x254 inches 

Wrench 

Adjustable end-opening 

Capacity H inch 

Capacity K inch .... 
Capacity \ 1 A Inch .... 
Capacity Wia inch . . . 
Pipe, adjustable, jaw 

Capacity 3% inch 

Capacity Ij^ inch .... 

Capacity 2 inches 

Capacity 3 indies .... 
Capacity 4J4 inch .... 
Set 

Socket and open end, 
miniature, %2 inch- 
J4 inch, 17 pieces , . 
Socket, mechanics, set 
of 35 pieces for bolt, 
nut and cap screws. . 
Tap and reamer, 
adjustable 

inch-94e inch 
1 A inch . . . 



Local 

Quantity Requirement 

No. of Bads Unll Total 

50 100 200 Unit No. Price Coil 

1 1 1 ea 



1 1 1 ea 



Supplies 

Lamp Bulbs, Nails, Paint, 
Washers and Miscellane- 
ous Supplies based on in- 
dividual requirements 



- 1 



2 ea 

2 ea 

2 ea 

1 ea 

2 ea 

2 ea. 

2 ea 

2 ea 

2 ea 



1 I 1 set 



1 sr> 




76 



Accounting Office . 

Active Storago Room. 

Active Storage Room/Manufacturing Area 

Activity Room 

Administrative Services . 

Administrative Conference Room 

Accounting Office 

Administrator's Oulce 
Clothes Closet . 
Toilet . 

Admission Waiting Room 

Admission Office 

Business Office 

Controller's Office 

Director o( Nursing Office . 

Clothes Closet... . . . , 

Doctors Dictating Room , . . . 

Imprint Epjilpment Room or Alcove . ., 

Information and Mall Receiving Station. . . 

Janitors Closet . . 



Secretary's Office, 

Social Service Office 

Social Service Waiting Room 

Staff Lounge, Library and Conference 

Room 

Telephone Booth 
Telephone Office . 
Toilet 
Mens 
Womens 

Minor Equipment " 

Administrative Conference Room 
Administrator's Office . 
Admission Waiting Room 
Admission Office.. 

Adjunct Clinical Service . 

Laboratories 

Morgue ana Autopsy. . 
Radiology: 

Diagnostic ... . 
Radiation Therapy 

Rehabilitation " " " 

Occupational Therapy 
Physical Therapy 
Alcohol Vault ... 
Alcove- 

Scrub-up 

Stretcher and Wheelchair 
Anesthesia- 

Equipment Storage . 
Supply Storage . 
Anesthetic Gas Storage 
Anteroom, 
Appointment Room 



B 

Bacteriology and Serolozy Unit 

Baking 

Barium Mixing Facilities 
Bathrooms: 

Nursing Units .. . 
Bedrooms: 

Nursing Units 

One Bed Room 

TwoBedRoom .... 
Emergency: 

Observation,. 
Biochemistry Unit 
Booths: 

Telephone . 

Therapy .. 
Bottle Washing 
Bulk Storage 
Business Office 



Cafeteria Dining Areas 
Carpenter Shop. 
Cart Wash Room ... 
Case Storaga and Bulk Food 



Equipment Storage Room General 
Inhalation Therapy 

Minor Equipment , " 

Orthopedic . . ' ' 

Hwm Employees Toilet "and looker 



uiuUi 

Receiving and. Cleanup" Room' 
Solution; Room.,. .. 
Sterile Storage and Issue Area. 
Minor Equipment 



57 

45 

44 

40 

65 

57 

67 

56 

66 

6 

56 

66 

67 

57 

67 

57 

46 

60 

56 

8 

65 

57 

57 

67 

66 

69 

66 

53 

68 
65 


65 
65 
68 
J57 
56 
66 
Gfl 
29 
29 
35 

36 
38 



32 
47 

36 

10 



26 
31 



5S 
30 



57 



48 

71 
40 
69 

58 
68 

6Q 
61 

ei 

60 

69 
63 
69 
60 
61 
59 
63 
69 
69 
61 



Central Stores . . 
Anesthetic Gas . 
Bulk. ... 
Case and Bulk Food 
Furniture 

General 

Issue and Receiving . 

Pharmacy. 

Record- , 
Vestibule . . 

Minor Equipment . , - 
Classification of Equipment , 
Clean and Sterile Storage . 
Clean Linen and Pack Preparation Room 
Clean Linen Processing Boom . , 
Clean-up Rooms: 

Delivery and Labor Rooms. 
Surgical Suite. . . 
Clean work Room 
Clinical Services: 

Adjunct Clinical Services- 

Laboratories 

Morgue and Autopsy 
Radiology: 
Diagnostic 

Radiation Therapy . 
Rehabilitation: 

Occupational Therapy 
Physical Therapy 
Tnpatlent Services' 

Delivery and Labor Room 
Newborn and Premature Nurseries 
Nursing "Units. 
Recovery Rooms 
Surgical Suite. 
Outpatient Services' 
Dental .. 
Emergency 

Outpatient Department Units 
Closets; 
Dental 
Linen , 
Plaster. 
Splint. 
Storage. 
Supp[y. 
Clothes Closets- 



CO 
69 
70 
70 
60 
70 
3 
50 
07 
07 

16 
10 
58 



20 
35 

35 
38 

40 

38 

15 
12 

22 
ID 

20 
25 
22 

. 27 
38,40 
20 
20 

33,40 
, 26 

60 
67 

1 57 

43 
43 

Administrative . . , .. 57 

Nursing Units .... n 

Staff Lounge, Library and Conference Room 58 
Control Enclosures- 
Radiology: 

Diagnostic.. . . .36 

Radiation Therapy 33 

Surgical Suite . . . 20 

Control Corridor gg 

Controller's Office. . , '57 

Cooking '" 47 

Cooking and Baking . ' ' 47 
Corridor's: 

Delivery and Labor Rooms .. , 10 

Maintenance , . , . 71 

Nursing TJnlta , " ' ia 

OPD Units . , 22 

Radiology: " " 

Diagnostic* ... 30 

Radiation Therapy . . as 

Rehabilitation: 

Physical Therapy , 30 

Cpatoacopio Room 2 Q 

D 

Dairy Refrigeration , 
Dark Rooms: 

OPD Units 

Radlographlc-Diagnostle . . 

Surgical Suite . . 
Day Room. ... '" ' 



Gowning Hoom. 
Looker Room. . 



1 . 

Iiuuage 

Medicine Preparation Room' 
Nurses: 

downing Room 

Locker Boom . ... 

Shower Room 

Station 

Toilet 



40 

24 
30 
20 
10 
10 
38 
15 
10 
18 
15 
10 
10 

17 
17 
17 
17 
10 
15 
ID 
16 
17 
IS 

17 
17 
17 
18 
17 



Recovery Room . 

Scrub-upland Sub-Sterilizing Room 
Showor Room 

Sleeping Room . . , . 

Soiled Holding Room and Janitors 'ciosot 
Toilet 

Delivery CoirJdoi 
Delivery Room ... 
Demonstration Room. 

Dontal,,. ,, . 

Ciosot , . |, ' ' 

Laboratory "' 

Opera tory 
Oral Surgery. 
Piosthodontla 
Recovery Room 

Sub-Waiting Room , .... 

Minor Equipment 
Diagnostic: 

Radiology, 
Dietary 

Cafeteria Dining Aiens, , 

Dishwashing 

Pood Production: 

Cooking and Baking . . 

Diets Modified 

Nourishment PiopaiiUlon, . , ' 
Potwashlng. 

Preparation, Meat 

Preparation, Vegetable and Stilad ,'. 
Housekeeping Operations and Mainte- 
nance. . . . 
Cart Wash Room 
Janitors Area, 
Linen Storage- 
Clean.., 

Soiled,, .... 

Trtisli and Can Wash Room, 
Icomoking 
Ofllco ., 
Porsonnol Facilities: 

Mons Toilot 

Womons Toilot . , , 
Receiving. , ., 

Storage.,, 

Dairy Iterrigciatloii . . , 

Day,, . 

Frozen Food RGirlconUion 

Fruit mid Vegetable Refrigeration. . 

Moat Refrigeration 

Tray Sot-up, Serving and Distribution. 

_ Minor Equipment 

Diets-Modified 

Director o( Nursing Ofllco 

Dishwashing 

Distribution Room, Film 

Doctors Charting Hoom 

Doctors Dictating Hoom 
Doctors Gowning Room 
Doctors Lookers: 

Delivery and Laboi Rooms , ., 

Surgical Suite 

Doctors Toilot, Lnvntory and Shown i 

Delivery and Labor Rooms. 

Surgical Suite 

Doctors viewing, . . , , 

Dressing Booth... 
Dressing Rooms: 
Radiology: 

Diagnostic 

Radiation Therapy 



18 
10 
10 
10 
17 
16 
10 
10 

11 

M 
27 
27 

20 
W 
20 
27 
20 
27 

35 

40 
48 
49 

17 

47 
47 
iQ 
17 
47 



4 
40 

40 
40 
IB 
40 
40 


60 
40 
40 
40 
40 
40 
40 
40 
47 
60 
47 
B7 
40 
37 
11 
21 
17 

17 

21 

17 
31 
37 
$3 



Ear, Noso and Throat Hoom 

Electrical Shop 

Emergency 

Observation Hodioom. , , 

Office 

Operating Room 

Stretcher and Whoolclmtr Space. . . 

Supply Ciosot 

Toilet 

Utility Room 

Vestibule 

Employees Facilities 

Female Lounge , 

Locker Room 

MaloLoungo 

Toilet, Laboratory and Sliowor 

Minor Equipment 

Engineer's Ofllco 

Equipment Definitions ,.,."," 
Equipment Storago Area , . . .. 

Equipment Storago Room . . , 

Examination Rooms: 

OPD Units 

Rehabilitation: 

Occupational Therapy 

Physical Therapy 

Examination and Radium Treatment Room. , 

Examination and Tost Room 

Examination and Treatment Room 

Examination, Testa nnd Specimen Room, . , 

Exorcise Hoom 

Eye, Ear, Nose and Throat Hoom'. '.','.' .... 
Eye Examination and Treatment Room 



. 24 
.. 71 

.. 25 

.. 23 

.. 25 

, 25 

. 25 

.. 25 

.. 2fi 

26 

25 

. JO 

,, 70 

70 

70 

70 

, 70 
70 

a 

12,69 
12,60 

23 

40 
. 3D 

33 

. 30 
. 23 
. 20 
. 30 
. 24 
, 24 



77 



'cithers Iloom , 

'emalo Employees Tollot ami Lookoi Uoora 

'einalo Lounge - . 

ill in Collection Room. 

film Collection and Distribution 

?\\m Distribution 

I'roduotlou. ..... 



T 1 C.I . 

No. 1 Room Legend Shoot . , 
No. 2 Major Movable Equipment Slioot 
No. 3-Mlnor Equipment . 

No, 4 Recapitulation ot Mtijoi -Movable 
nnd Minor Eciulpment Costa 
uln Iloom 

FrflCturo llo-om. . . 

Frozen Food Ilofilgcratloii. 

Fmit and Vegetable, Kofi Igoratlon 

Furniture Room , 



16 
60 
70 
37 
37 
37 
47 

2 
3 

3 

4 
14 

20 
40 

40 
00 



71 



Oenr Room ..... , , - - 

General Administrative Services: 

Adminlatratlvo Services Go 

Operational Services! 

Central Medical nnd Surgical Supply 

Services, ... - 68 

Central Storoa. , go 

Employee I'ncllilles . 70 



70 



Laundry 

Mfllntonmico 



General Storage: , , , i 

Central Medical nnd Surgical Supply 



Central 

Services 
Central Btoioa. . 
BtwlIoloK 
ilroimcl Maintenance- 



H 



Homntology, Unctoilology find Horology 



Histology Unit., . ... 
Jllatory nml Screening Ofllco . , , 
Ikmsokcopflr'nOfflco, 
Housekeeping (Department) 

HouaokPopor'B Ofnco, , . . 

Minor Equipment ...... 

liydrottmrapy ........ 

I 

IccmokliiK. , 

Immunizing Hoont. ,. ,, 

Imprint HquliHiicnt Iloom or Alcovo 

Information and Mall KecolvltiR Station 

Instruments ..... 

Instrument and Sterile Storage Iloom. 

ISSUG nnd Receiving, 

[sailing Area . . ... 



Janitors: 

Dietary Department 
JnnKom Closets- 

Administrative 801 vices . 

Delivery ami Labor Rooms 



OPI) Units ........ 

Radiology Diagnostic 
Surgical Suite,, 



Labor Gorrldoi ...... 

Labor Room ........ 

Laboratories: , , . 

Compounding and Dispensing. 



onn ......... -,. i 

Maiiutaotinlntr, Pharmaceutical . . 
rarentornl Solution 

Laboratory, Denial 

Laboratories , ... .. 

Biochemistry Unit ...... 

Examination mid Tost Room . 

Examination, Teats and Specimen Room, 
lIomntoloRy, Dactorlology ana Soiology. 
llcmatology "Unit ...... 

lliHtologyUnlt ...... 

1'nthologlat'B OITlco . 
Smctmy nnd Waiting B-oom 
Sarology-naotorlology Unit ..... 

Brioolmoii Tollqt. 
- 



Storage ...... ......... 

Tcoluilclana Looker Room 
Tcclmuilana Tollot ....... 

U r Inalysla-B lochomlstry 
Urlnalyala "Unit.... . 

Voul puncture. Cubicle. 
Minor Equipment 



Soiled Linen Receiving, Sorting and Wash- 
Ing Loading Room . 

Supply Storage Room , 

Toilet, Locker Iloom nnd Showor . 

Minor 

Legend Sheets 
Libraries 

Pharmacy, Ofllcoand Library Stafl Lounge, 
Library nnd Conferenco Hoom . . 

Light Look . , 

Light Room 

Linen Closets. . . 

Linen Focllltles. 

Linen Closet 

Linen Pack "Room . 

Linen Processing Hoom 
Linen and Stornge Closet - . 

Linen Storage Closets 

Lobby ... . 

Lookers: 

Delivery nnd Labor Rooms 



Lounges. 

Administrative- Services. 
Delivery and Labor Rooms 
Employees Facilities 



C!BBn LliioiVand Pack' Reparation Room 
Glean Linen. Piocosslng Boom ...... 

Jnultors Closet ......... 

Llnon ................ 

Offlco ....... ...... 

Sowing Tloom ............... 



30 
31 
32 
23 
00 
00 
60 
00 
30 



40 
23 
60 
GO 
02 
31 
00 
SO 



40 



43 

27 

44 

40 

27 

20 

31 

3D 

M 

30 

31 

32 

30 

29 

32 

30 

32 

33 

33 

33 

31 

31 

30 

33 

00 

07 

07 

07 

OS 

07 

07 



M 

Maintenance 

Carpenter Shop 

Corridor ... 

Engineer's Office . 

Gear Itoom 

Ground Maintenance 

Maintenance Shop . , 

Meolmlcal and Electrical Shop. . 

Paint Storage , ... 

Pneumatic Tube Transfer Room. . 

"Roiliilshlng Shop 

Tollot. .. - -- 

Minor Equipment 
Maintenance Shop . 
Malo Lounge ... , 

Male Employees Toilet and Locker Room 
Manufacturing Area . - 

Manufacturing Laboratory 



iviuiis luuui .. 

Morguo and Autopsy, , .. . - 
Morgue and Autopsy Iloom 

Shower Room 

Minor Equipment. . . . 

Morguo and Autopsy Boom. . 



70 
71 
71 
70 
71 
72 

. 71 

. 71 

71 

. 71 
. 71 
71 
72 
71 
70 
59 
44 
44 
40 
71 
12 
46 
46 
40 
00 
1ft 

12,24 

. 35 

. 36 

. 35 

35 

. 35 



N 

Newborn and Premature Nurseries 

Anteroom 

Demonstration Room , . 

Formula Boom..., . - 
Dottle Washing.. . 
Preparation and Filling 

Nursery 4 Bassinet, 

Nursery 8 Bassinet . - - 

Nurses Lookers -. ;. 

Nurses Station, Work apace, Examination 
and Treatment Room . 

NursesTollot 

Observation Nursery - 

Promttturo Nursery .... 

Minor Equipment 

Nourishment Room , . . - 

Nursing Units: 

Bathroom and Tollot 

Conference Room 

Corridor 

DayRooni. 

Storage Boom 

Tollot 

Doctors Charting Room 

Equipment Storage Room . . . 

Janitors Closet... . - ' 

Mechanical Equipment Room 

Medicine Preparation Boom 

Nourishment Room 

Nurses Station 

Nuracs Tollot :.-, 

Nurses Looker Room und Toilet . . . . 

Look or Room . 

Tollot 

O/Bco 

One Bed Room 

Alcovo.. .. 

Siiowor and Toilet. . - 
Shower Boom. , 

Boiled Holding Room.. 

Stretcher and Wheelchair Alcovo , 

Supply Boom 

Treatment Room 

TwoBodRoom 

Tollot 



Waiting Hoom . . ... ,12 

Telephone Booth 12 

Mens Toilet .. 12 

fforaena Toilet 12 

Minor Equipment .... . 12 

Nurses Locker Hoom and Toilet . . 12 
Nurses Station, Work Space, Examination and 

Treatment Room . , . 14 



14 
16 

13 
13 
15 
11 

10 
11 
12 
10 
10 
10 

11 

12 

12 
12 
10 
11 

10 

10 

12 

12 

12 

11 





4 

10 

11 

11 

11 

11 



. 10 



Observation Bedroom . .... 

Observation Nursery,, . . 

Occupational Therapy . r , . . 

Offices: 

Accounting .... 

Administrator 

Admission 

Business 

Central Medical and Surgical Supply Serv- 
ices. . . 

Controller . 

Dietary . ... 

Director of Nursing 

Emergency. 
Engineer ... 
History and Screening 
Housekeeper 
Laundry. 

Maintenance.... 

Nursing Units 

Outpatient Department Units (OPD unit) 

Pathologist 

Pharmacy. ... 
Posting and Billing . . 
Purchasing Agent . .... 
nadiology-Eadlatlon Therapy, 

Radiologist 

Rehabilitation-Physical Therapy 

Secretary 

Social Service ... - 
Surgical Supervisor. ., , 

Telopliono 

Office and Library 

Ono "Bed Room 

Operational Services- 

Central Medical nnd Surgical Supply Serv- 
ices .... - - 

Central Stores - 

Employee Facilities. - - 

Housekeeping 

Laundry . 

Maintenance . 

Operating Booms: 

Emergency. .. - - 
Surgical Suite , . - -- 
Outpatient Department units 

Oporatory 

Oral Surgery ..... - ITT .. 
Outpatient Department Units. . 
Appointment Room. 

Corridor 

Dark Room. . 

Dressing Booth ... . 

Ear, Nose and Throat Room.. . 

Elimination &nd Treatment Room... 

Eyo Examination nnd Treatment Room 

Eye, Ear, Noso and Thioat Room ... 

History and Screening Offtca 

Immunising Room . ... 

Janitors Closet 

Mens Toilet 

Nurses Toilet.. - 

Operating Room 

Playroom.. . . 

Playroom, Toilet. 

Social Service Office. 

Social Service ff aiting Room . . 

Telephone Booth 

Utility Boom 

Waiting Room . 



Womens Toilet . . 
Minor Equipment 
Outpatient Services: 

OPD Units 

Dental 

Emergency 



26 
13 
40 

67 
55 
56 
57 

69 

B7 
40 
67 

25 
70 
23 
09 
07 
70 
11 
23 
30 
45 
C7 
fi7 
38 
37 
3 
6G 
6fl 
21 
M 
45 




58 
GO 
70 
69 
66 
70 

26 

18 
23 
26 



24 

23 
24. 
23 
24 
34 
23 
23 
25 
24 
21 
23 
21 
24 
23 
23 
22 
23 
23 
24 
25 



Paint Storage... 

Paramedical -Services: 

Dietary. .. - 

Medical Records .. - 

Pharmacy -. ..- 

Parontoral Solution Laboratory 

Pathologlst's Offteo, . . 

patients Toilet.. 

Pharmacy 



:^ S S\ oTcToom-and'Manfaeturi DE 



. 

46 

. 

. 44 

. 30 
12,24 
. 43 

45 



Area 



44 

43 



Scundlng'ana ptonmrim Laboratory. . 43 
MoniifneturlneLabomtory ,,, 



Minor Equipment. - 
Pharmacy Storeroom ... 

Physical Therapy... - 

Plaster Closet . 
Playroom 
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Playroom, Toilet 

Pneumatic Tube Transfer Boom 

Posting and Billing Oflice 



Premature Nurserj 
Prcpiratian and Filling 
Preparation. 

Meat 

Vegetable and Salad 
Pressing and Flatwork Ironing 
Preying, Laundry 
Prostliodontia 
Purchasing Agent's Oflice 



Radiography , Fluoroscopy and Spot t lira 

Boom - 

Radiologist's Oflice 
Radiology 
Diagnostic 

Barium Mising Facilities 

Control Enclosure 

Dark Buom 

Doctors Viewing 

Dressing Room 

Equipment Storage Room . 

Film Collection and Plstributlon Itoom 

General Storage 

Janitors Closet 

Light Lwk. 

Light Room. 

Patients Corridor 

Patients Toilet 

Radiography, Fluoroscopy and Spot 

Film Room 
Radiologist's Office 
Reception Room 
Technicians Corridor 
Technicians Locker Room 
Technicians Toilet 
Waiting Room 

Waiting Room (Stretcher and Wheel- 
chair Patients) 
Minor Equipment 
Radiation Therapy 
Control Corridor 
Corridor 
Deep Therapy 
Dressing Hoom 

Examination and Radium Treatment Room 
Linen Closet - 
Office .. 
Rest Room 
Superficial Therapy 
Toilet , 

Waiting Room.. 
Minor Equipment 
Radium Treatment Room 
Receiving and Clean-Up Room 
Receiving 
Reception Boom 
Record Storage Boom 
Recorder Alcovo 
Recovery Room: 

Delivery and Labor Rooms 
Dental 

Surgical Facilities . 
Recovery Rooms. 
Dental Suite . 
Surgical Facilities 

Recovery Unit and Isolation Rooms 
Reflnlshlng Shop . 
Rehabilitation' 

Occupational Therapy 
Activity Room 
Minor Equipment 
Physical Therapy 

Corridor 

Examination Hoom 
Exercise Room 
Hydrothcrapy 
Linen and Storage Closet 
Office 

Stretcher and Wheelchair Alcove 
Therapy Booths 
Toilet 

Waiting Room 
Minor Equipment 
Rest Hoom , 
Retiring Room 



s 



Scrub-Up and Sub-Sterilizing Room 
Scrub-Up Facilities: 

Delivery and Labor Rooms 

Surgical Suite 

Secretary find Waiting Boom 
Secretary's Office 
Scrology-Bacterlology Unit 
Shops' 

Carpenter 

Electrical 

Maintenance 

Mechanical., . , 

Rollnlshing, 
Shower and Toilot 
Shower Room- 
Delivery and LabOi Rooms 

Morgue nnd Autopsy . 

Nursing Units . 
Sleeping Room, 
Social Service Office. 



10,10 

ID 
10 

BO 
fiO 
32 

71 
71 
71 

71 
71 


10 

3B 

10 

. 1Q 

60 
23 

GO 
23 
17 
17 



00 
59 
30 

, 69 
69 

4G 
21 
09 
60 
00 
00 
70 
40 
10,40 



Solution Room 

Specimen Toilet 

Sterile Storage 

Sterile Storage and Issue Area 

Storage Facilities. 
Active (Pharmacy) 
Anesthesia Equipment 
Anesthetic Gas 
Bulk.,, 
Bulk Food 
Cose , 

Central , .... 
Dairy Refrigeration 
Day , 
Equipment: 

Central Medical and Surgical Supply 

Services.. , ,,, fiO 

Nursing Units . ,, , 12 

Fruit and Vegetable Refrigeration , 40 

Frozen Food Refrigeration , . 40 

Furniture DO 

General.. - , . 00 
Instrument .. . .21 

Meat Refrigeration - , 40 

Paint .... . , 71 
Pharmacy Bulk. . ,..70 

Record . . 70 

Recovery Room. ... . . 22 

Sterile Storage and Issue Area fiQ 

Sterile Items 60 

Sterllizing-Glasswoshlng Unit, , 38 
Storage .. ... ,33 

Stretcher and Wheelchair Alcovo . , 11 

Stretcher and Wheelchair Spnce' 

Emergency 25 

Raulographlc Diagnostic, , . 37 

Stretcher Space: 

Surgical Suite... . , , 21 

Sub-Sterilizing Room . , , .10 

Delivery and Labor Rooms ... 10 

Surgical Sulto ,, 10 

Sub-WaltingRoom , 20 

Superficial Therapy. , , ,38 

Supply Closet: 

Emergency .23 

Laundry.. , . .,07 

Supply Room. . . ... 11 

Surgical Corridor , . . , . ... 21 

Surgical Suite,. , , 10 

Anestheshi Equipment Storage . . , , 21 

Clean-Up Room ,20 

Control Enclosure ... . W 

Corridor . ... . . . , 21 

Cjstoscoplfl Room . ... 20 

Dark Room . . . . 20 

Doctors Lockers. . , , . , 21 

Fracture Room . 20 

Instrument and Sterllo Storage Room . . 21 

Janitors CEoset 21 

NursesLockcrs... . 31 



Operating Itoom 

Plnstoi Closot,,, 

Recoider Alcove- 

Recovery Room 

Recovery Unit including Isolation 
Utility nnd Htorapo Room 

SoiLib-Up Alcovo ,, . 

Splint Closet 

Strotohcr Space ., 

Sub-Stoclllzmi; Boom 

Surgical Corridor. 

Surdeal Supervisor's Olllco, 

Toilet 

Toilot, Lnvorntory nntl Shown , , , 

Minor Equipment, . , , , 
SurqiciU Supervisor's Ofllco 



Technicians Corridor 
Technicians Loekor Itoom 
Technicians Toilet , 
Telephone- Hootli 
Telephone Gflieo, 
Therapy Booths . 
Toilets: 

Administrative Services 

Delivery and Labor Rooms , 

TMotary.. 

Emergency . 

Employee Facilities , 

Laboratories 

Laundry 

Maintenance 

Newborn nnd rioiniUm o Niirsorirs, 

Nursing "Units 

Outpatient Dopaitmont Units . 

Radiology: 

Diagnostic. ... 
Itadintlon Therapy 

Rehabilitation: 

Physloal Thoitipy. , 

Surgical Sulto 

Toilot, Lavatory mid Sliowor: 

Delivery and Labor Rooms. . . 

Kmployeo Facilities 

Surgical Suite 

Toilot, Locker Room and Shower 
Trash and Can Wash Room 
Tray Set-up, Serving and Distribution, 
Treatment Rooms' 

Diagnostic-Radiation Thoiany. , . 

Newborn nnd Premature, Nmsoiles 

Nmsing Units 

Outpatient Department Units 
Two Bed Room 

u 

Uimulysls Dlocnomlatry , . 

UiliudyslsUntt,, . , 

Utility Rooms: 

Emergency, , . . . , 
Outpatient Dopiutincnt "Units. 
Recovery Unit 



Vonluneturo Cubicle. 



Contial Stores 
Emergency. , 



w 



Waiting Rooms: 
Dental .. 
Laboratories ........... 

Outpatient Department Units. 
Nursing Units . . . , 
Radiology: 

Diagnostic- ..... 

Radiation Therapy . , 
Rehabilitation: 

Physical Thorapy . 
Womona Toilet .......... 

Work Spaco, Nursery Facilities . , , 



ID 
20 
21 
22 
22 
22 
ID 
20 
31 
Iff 
21 
HI 
2fl 
21 
21 



30 

33,30 
33,50 

65 

, 60 
, 30 



. 16 

.. 60 

, 25 

70 

. 33 
07 

,. 71 

, 15 

10,12 

,. 21 

30 
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., 30 
,. 20 

16 

, 70 
20 

or 
10 

17 

38 
, 14 

11 

. 23 
.. 



31 
3t 



25 

23 



26 
20 
22 
12 

, 37 
38 

, 38 
12, Bi 
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PATIENT AREA 



WORK AREA 





RECREATIONAL AREA 
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Planning and Preparation of Equipment List for a Nursing Home 



Comprehensive health programs aimed at providing 
more and better medical care, emphasize an ever- 
increasing and important role for nursing homes as 
extended care facilities. 

In planning for and equipping these extended care 
facilities, definite parallels may be drawn to those 
methods used in planning a general hospital. For 
example, in determining the equipment requirements 
and preparing the equipment lists, the administrator 
would find it useful to : 

1. Assign room numbers. 

2. Prepare a room legend sheet. 

3. Determine if appropriate fixed equipment is in- 
cluded in the construction contract. 

4. List all major-movable equipment required. 

5. List all minor equipment required, 

6. Price all major-movable and minor equipment. 

7. Total the room costs. 

8. Recapitulate the costs by services. 

It is suggested that the section of the "Planning and 
Preparation of Equipment List for a General Hospital" 



be consulted for further guidance on the planning 
process. 

The following equipment list has been developed as 
a general guide for a 50-bed nursing home. The list 
does not purport to establish minimal or optimal equip- 
ment requirements for all 50-bed extended care facilities, 
but it will provide a guide from which a specific insti- 
tution's list may be developed. Therefore, the equipment 
required for each nursing home will vary with the 
services each particular facility renders. These variations 
will result from differences in the type and size of the 
institution, and the nature and scope of services to be 
rendered. 

The symbol indications used in this list have the 
following meanings ; 

1. (blank); Indicates that the item is required but 
the quantity is not determined. Quantity is depend- 
ent upon correlation of the schematic plans with 
individual practices. 

2. (dash) : Indicates that such equipment is not 
required. 
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ADMINISTRATIVE 
EHVICES 



Porcli 



Sug- 
gested 
Quant, 

1 



Local Requirements 

Unit Total 
Unit No. Price Cost 



Equipment .......... 

Major-Movable Equipment . . 

"oyer .................. 

Fixed Equipment ........ 

Major-Movable Equipment. . 

Lobby .... ......... 

Fixed Equipment: 

Clock, Electric ......... 

Fountain, drinking ---- 

Receptacle, ash ....... 

Major-Movable Equipment: 
Chair, arm ............ 

Lamp, table .......... 

table, lamp ......... 

General Office ......... 

JFtstd Equipment: 

Clock, electric ........ 

Outlet, intercommunica- 
tion system ......... 

Major-Movable Equipment: 
Adding machine ...... 

Chair: 

Office, awivel with 
arms ........ ..... 

Posture ............. 

Straight ............. 

Desk: 

Office., double 
pedestal .......... 

Typewriter .......... 

Duplicator ........... 

File, visible index, 5 x 8 
inches ............... 

Lamp, desk ........... 

Safe ................. 

Stand, typewriter ...... 

Table, duplicator ....... 

Typewriter .......... 

File Alcove .............. 

Fixed Equipment .......... 

Major-movable Equipment: 
Cabinet, metal, filing, 

5 drawer : 
Legal size ........... 

Letter size ........... 

Clothes Closet and Supply. 

Fixed Equipment: 

Hook, strip ............ 

Shelves . .............. 

Major-Movable Equipment , . 

Administrator's Office ..... 

Fixed Equipment: 
Clock, electric ......... 

Outlet, intercommunica- 
tion system ......... 

Major-Movable Equipment: 
Bookcase 1 ............ 

Chair: 
Arm ............... 

Office, swivel with 
arms ........... 

Desk, office, double 
pedestal ............. 

Lamp, desk .......... 

Clothes Closet .......... 

Fixed Equipment: 

Hook, atrip ........... 

Shelves .............. 

Major-Movable Equipment. . 

i Fixed equipment may bo jubslllulod 



ADMINISTRATIVE 
SERVICES 

Administrative Services 
Minor Equipment: 
Book: 

Admission 

Doctors' call registry. . 

Reservation 

Undertakers' receipt . . 

Valuables receipt . 
Holder, desk : 

Calendar 

Pad 

Matj door ..... 
Pad, stamp, ink. . - . 

Remover, staple 

Ruler, 12 inch 

Sharpener, pencil 

Shears, office 

Stamp, dating . 

Stapler 

Tray: 

Ash 

Desk 

Supplies: 

Based on individual re- 
quirements. 

NURSING UNITS 

One-Bed Room 

Fixed Equipment; 
Dresser with drawers. 
Light: 

Bed' 

Night 

Locker, clothes 

Mirror, tilted, above 

dresser. 
Nurses' call system: 

Call station 

Corridor signal light . . 
Major-Movable Equipment; 
Bed, manual or electric, 
Gatch spring, stand- 
ard size, adjustable 

height' 

Bed sides, safety, ad- 
justable, pair 

Cabinet, bedside. . . . 
Chair: 

Easy, seat and back 
cushions, with otto- 
man 

Straight, patients' 

room 

Lamp, floor 

Mattress, bed 

Table, overbed 

Toilet 

Fixed Equipment: 

Labatory, spout outlet 
mounted 5 inches 
above flood rim, 
wrist control. 

Light above lavatory.... 

Mirror, tilted, above 
lavatory 

Nurses' calling system 
call-station 

Rail, grab 

Shelf above lavatory,... 

Water closet, bedpan 

flushing attachment. , . 
Major-Movable Equipment: 

Receptacle, waste, foot- 
operated closed top.. 



Sug- Local Requirements 
gested Unit Total 

Quant. Unit No. Price Cost 



ea. 
ea. 
ea. 
ca. 

ca, 

ca. 
ea. 

1 ea. 

2 ea. 
2 ea 
2 ea. 
2 ea. 
1 ea. 

1 ea. 

2 ea. 



12 ea. 
8 ea. 



14 
14 

14 
14 
14 

14 

14 

14 



14 

14 

14 



14 

14 
14 
14 
14 

14 



14 

14 

14 

14 
28 
14 

14 



14 

bo substituted. 



82 



NURSING UNITS 

Two-Bed Room 
Ftved Equipment: 
Counter, lavatory, open 

below 

Dresser with drawers 
Lavatory, counter, spout 
outlet mounted 5 
inches above flood 
rim,, wrist control. 
Light: 

Above lavatory . 
Bed i . . 
Night. 

Locker, clothes. .. 
Mirror, tilted above: 

Dresser 

Lavatory 

Nurses' calling system- 
Calling station. . . . 
Corridor signal light. 
Track, cubicle curtain. 
Major- Afovablt Equipment. 
Bed, manual or electric, 
Gatch spring, stand- 
ard size, adjustable 
height s . . 

Bed sides, safety, adjust- 
able, pair 

Cabinet, bedside .... 
Chair: 

Easy, seat and back 
cushions, with otto- 
man 

Straight, patients' 

room 

Lamp, floor 

Mattress, bed. . 
Table, overbed. . . . 

Toilet 

Fixed Equipment: 
Nurses' calling system 

calling station 

Rail, grab 

Water closet, bedpan 
flushing attachment 
Major-Movable Equipment: 
Receptacle, waste, foot- 
operated closed top. 

Patients' Corridor. . , . 
Fixed Equipment: 
Rail, hand, corridor 
sides, returns at each 

opening 

Major-Movable Equipment. . 

Service Corridor 

Fixed Equipment: 
Rail, hand, corridor 
sides, returns at each 

opening 

Major-Movable Equipment . , 

Janitor's Closet 

Fixed Equipment: 
Basin, mop service with 

floor drain 

Holder, mop handle.. 
Shelf, supply 

Major-Movable Equipment. 
Truck, mopping, 2 
buckets with wringer. 



Sug- 
gested 
Quant. 

18 



18 

36 



18 

18 
36 
18 

36 

36 
IS 

36 
18 
IB 



36 

36 
-36 



36 

36 
36 

36 
36 

18 



18 
36 

18 



18 
3 



Local Requirements 

Unit Total 
Unit No. Price Coat 



tuted. 



NURSING UNITS 

Toilet, Bath and Shower 

Toilet 

Fitted Equipment: 
Lavatory, spout outlet 
mounted 5 inches 
above flood rim, 

wrist control 

Light above lavatory, . . 
Mirror, tilted, above 

lavatory 

Nurses' calling system: 
Calling station . 
Corridor signal light . . 

Rail, giab 

Shelf above lavatory ... 

Water closet 

Major-Movable Equipment: 
Receptacle, waste, foot- 
operated closed top . . . 

Bath .... 

Fixed Equipment. 

Bar towel 

Bathtub i 

Hook, stiip 

Nurses calling system 
calling station 

Rail, grab 

Receptacle, soap . 
Major-Movable Equipment; 

Chair, straight 

Shower 

Fixed Equipment: 

Bar, towel 

Hook strip ... .... 

Nurses calling system 

calling station 

Rail, grab 

Receptacle, soap 

Rod, shower curtain. . . . 
Shower fixture: 

Fixed 

Flexible head attach, 
ment, thermostatic 
valve, remote con- 
trol 

Major-Movable Equipment; 
Chair, straight 

Storage Closet 

Fixed Equipment: 

Shelves ' 

Major-Movable Equipment 

Nurses Substation 

Fixed Equipment 

Desk, drawer below, 
15x24x42 inches, .. 

Light above desk 

Outlet, intercommuni- 
cation system 

Major-Movable Equipment: 
Pile, pigeonhole for 
forms 

Soiled Utility Room 

Fixed Equipment: 
Board, bulletin, 26 x 24 

inches 

Cabinet 

Counter, sink, open 

below, 36 inches high. 
Nurses calling system- 
duty station 

1 Elevated may bo preferred. 



Sug- Local Requirements 
gestcd Unit Total 

Quaut. Unit No. Price Cost 
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NURSING UNITS 

Sink: 

Clinical with bedpan 
(lushing attach- 
ment 

Countci, spout outlet 
mounted 5 inches 
above flood rim, 

wrist control 

Mnjor-Movable Equipment; 

Ctu't, utility 

Hamper, linen. ... 
Receptacle, waste, foot- 
operated closed top . . , 
Table, steel, 1G x 20 
inches 

Wheel-Chair Alcove 



Sug- Local Requirements 
gested Unit Total 

Quant. Unit No. Price Cost 



Equipment. 
Major-Movable Equipment: 

Wheel chair 

Commode type, swinging 

arms 

Folding 

Equipment and Supply 

Storage 

ftxtd Equipment: 

Shelves 

Alnjor- Movable Equipment; 

nourd, foot 

Chair, shower and com- 
mode 

Cradle, folding: 

Arm or leg si'/e 

Body 

Frame, toilet, safety. . . . 

Lift, bsith, patient 

Pad, alternating pressure 
point, complete: 

Bed 

Wheelchair 

Patient aids, assorted . . . 

Rail, bathtub 

Restraint: 

Arm 

Body 

Waist 

Rod, irrigator or Intra- 
venous bottle, '2 hooks, 
bed attachable 

Walker, invalid: 
With scat, casters. . . 
Without seat 

Day Room 

Fixed Equipment: 

Clock, electric 

Nurses calling system: 

Galling station 

Corridor signal light . . 
Major'Mowble Equipment: 
Chair: 

Desk 

Easy, seat and back 

cushions 

Desk, writing 

Lamp: 

Desk 

End table 

Floor 

Sofa, sectional 

Table; 

End 

Extension 

Television 

Supply Storage. 

Fined Equipment: 

Shelves 

Major-Movable Equipment . . 

Glean Linen Storage 

Fixed Equipment; 
Shelves 



3 
12 



12 
6 

6 

2 
G 



NURSING UNITS 

Major-Movable Equipment 
Cart, clean linen, en- 
closed, adjustable 
shelves and partitions . . 

Housekeeping Storage 

Fixed Equipment: 

Shelves 

Major-Movable Equipment; 
Cartj housekeeping 

cleaning supplies 

Receptable, waste, with 
cover 

Women's Toilet 

Fitted Equipment; 

Lavatory 

Mirror above lavatory . . 
Shelf above lavatory . . . 

Water closet 

Major-Movable Equipment: 
Receptacle, waste, foot- 
operated closed top . . 

Meditation Room 

Fixed Equipment: 

Shelf, book, above desk. , 
Major-Movable Equipment: 
Chair: 

Desk 

Easy, seat and back 
cushions 

Straight 

Desk, writing 

Lamp: 

Desk 

Floor 

Table 

Sofa, two passenger 

Table, lamp 

Men's Toilet 

Fixed Equipment: 

Lavatory 

Light above lavatory . , . 
Mirror above lavatory . , 

Shelf above lavatory 

Water closet 

Major-Movable Equipment: 
Receptable, waste, paper 
towel 

Occupational Therapy 
Activity Room 

Fixed Equipment: 

Board, bulletin, 26 x 24 
inches 

Cabinet above sink... . 

Clock, electric 

Counter, sink, open be- 
low, 36 inches high. . 

Desk, drawer below, 
15x36x42 inches. .. 

Hook, strip 

Light above desk 

Sink, counter, spout out- 
let mounted 5 inches 
above flood rim, wrist 

control 

Major-Movable Equipment: 

Bench: 

Loom with back 

Work 

Bookcase ' 

Cabinet, metal, filing, 

legal size, 5 drawer . . . 

Chair, straight 

Frame: 

Hooking 

Quilting 

Loom, weaving 



Sug- 
gested 
Quant. 



Local Requirements 

Unit Total 
Unit No. Price Cost 



Fixed equipment may be substituted. 
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Sug- Local Requirements 
gejjted Unit Total 

Quant. Unit No. Price Cost 



NURSING UNITS 

Machine, sewing: 

Electric 1 

Foot treadle 1 

Table, work ... 2 

Storage., . . . 1 

Fixed Equipment: 

Shelves 

Major-Movable Equipment . . 

Patio 1 

Fixed Equipment 

Major-Movable Equipment: 
Chair, metal, weather- 
proofed : 
Adjustable with foot 

rest 4 

Arm, folding 4 

Table, metalj weather- 
proofed with um- 
brella I 

Physical Therapy ' 

Exercise Area . . 1 

Fixed Equipment: 
Board, bulletin, 26 x 24 

inches 1 

Clock, electric 1 

Hook strip ] 

Lavatory, spout outlet 

mounted 5 inches 

above flood rim wrist 

control 1 

Light above lavatory . . 1 

Mirror: 

Above lavatory 1 

Full length 1 

Major-Movable Equipment: 
Bars, parallel, walking, 

stationary, 10 feet*. . . 1 

Chair, straight 2 

Mat, gym, 72 x 96 

inches 1 

Mirror, posture training, 

triple. . . . I 

Platform, mat, 

72x96x 18 inches... 1 

Receptacle, waste, 

paper towel 1 

Steps, exercise 2 . . . . \ 

Stool, foot I 

Table, 24 x 24 inches. . 1 

Treatment Cubicle 1 

Fixed Equipment: 

Board, peg 1 

Hook, strip 1 

Track, cubicle curtain. . 1 

Major-Movable Equipment: 

Chair, straight 1 

Stool, foot 1 

Table, treatment, storage 
space below, 36 x 78 
inches 1 

Storage Alcove 1 

Fixed Eqipment; 

Shelves 

Major-Movable Equipment . 

Hydrotherapy Cubicle .... 1 

Fixed Equipment: 

Bath, whirlpool 1 

Cabinet, above sink. ... 1 

Clamp, mop handle 1 

Counter, sink, open be- 
low, 36 inches high. .. 1 

Hook strip 1 

Sink, counter, spout out- 
let mounted 5 inches 
above flood rim, wrist 
control 1 

Track, cubicle curtain , . 1 

"Local program may require additional equipment. 
3 May be improvised. 



NURSING UNITS 

Major-Movable Equipment: 

Bucket, mopping, with 
wringer 

Chair, straight 

Lifter, patient 

Machine, hot-pack . . 

Pad, water, heating and 
cooling, assorted sizes, 
complete 

Receptacle, waste, foot- 
operated closed top . . . 

Stool, adjustable: 

Low with back 

Therapist 

Table, hand, wrist and 
forearm exercise '. 

Desk Alcove 

Fixed Equipment: 
Shelf, book, above 

desk. 

Major-Movable Equipment: 
Cabinet, metal, filing, 

letter size, 5 drawer. . , 
Chair: 
Office, swivel, with 

arms 

Straight 

Desk, office, single 

pedestal 

Lamp, desk 



Toilet 

Fixed Equipment; 

Hook, clothes, door, 
toilet side 

Lavatory 

Light above lavatory. . . . 

Mirror above lavatory. . 

Rail, grab 

Shelf above lavatory. , . . 

Water closet 

Major-Movable Equipment; 

Receptacle, waste, foot- 
operated closed top. . . 

Outdoor Exercise Patio. . . . 

Fixed Equipment 

Major-Movable Equipment; 
Chair, aim, adjustable, 
wcatherproofed 

Treatment Room 

Fixed Equipment; 

Board, bulletin, 26 x 24 
inches 

Cabinet: 

Above counter 

Below counter 

Clock, electric 

Counter, sink, open 
below, 3G inches high . 

Nurses calling system: 

Calling station 

Corridor signal light. . 

Sink, counter, spout out- 
let mounted 5 inches 
above flood rim, foot, 
knee or wrist control. . 
Major-Movable Equipment; 

Cabinet, metal, filing, 
letter size, 5 drawer. . . 

Cart, utility 

Chair: 

Posture 

Straight 

Desk, office, single 
pedestal 

Kick bucket 

Light, examining 

Receptacle, waste, foot- 
operated, closed top. . , 

Scale, clinic, measuring 
rod . . . , 



Sug- Local Requirements 
gested Unit Total 

Quant. Unit No. Price Cost 
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NURSING UNITS 

Stool: 

Foot 

Operators, adjustable, 

19-25 inches 

Table: 

Examining with acces- 
sories, storage space 

below 

Steel, 16 x 20 inches, 

Unsterile Supply Storage. . 
Fixed Equipment: 

Shelves 

Afajor-Mwable Equipment: 

Flowmetcr, oxygen com- 
plete with regulator, 
adapter and hose 
nipple outlet 

Ophthal moscope-oto- 
scopc combination set. 

Kcsuscitator, automatic, 

Sphygmomanometcr. . . . 

Stethoscope 

Suction apparatus, 
electric 

Clean Utility Room 

Fixed Equipment: 

Cabinet above counter. . 

Counter, sink, open 
below, 30 inches high . 

Sink, counter, spout 

outlet mounted 5 

inches above flood 

rim, wrist control 

Major-Movable Equipment: 

Autoclave, utensil, 
electric 



Stretcher alcove 

Pixrd Equipment 

Major-Movable Equipment: 

Stretcher, wheeled ... . 

Wheel chair 



Nurses' Locker Room, 

Toilet 

P[(/ Equipment; 

Clock, electric 

Lavatory 

Light above lavatory . . . 

Locker, clothes 

Mirror: 

Above lavatory 

Full length 

Shelf above lavatory . . . 

Water closet 

Major-Movable Equipment; 

Chair, straight 

Receptacle, waste, foot- 
operated closed top . . 

Nourishment Alcove 



Sug- Local Requirements 
gestcd Unit Total 

Quant. Unit No, Price Cost 



Fixed Equipment: 

Board, bulletin, 26 x 24 
inches 

Cabinet: 

Above counter 

Below sink 

Counter, 3G inches high. 

Ice-making machine, 
automatic, self- 
dispensing 

Receptacle, waste, 
below counter, pull- 
out type 

Sink, counter, apout 
outlet mounted 5 
inches above flood rim, 

wrist control 

Majw-Mooablc Equipment: 

Hot plate, electric, 
double clement, 3 heat 
control, heavy duty , . . 



NURSING UNITS 

Refrigerator, counter 
type, 4-6 cubic feet. . . 

Toaster, electric, 2 slice, 
heavy duty 

Nurses' Station 

Fixed Equipment: 
Board, bulletin, 26 x 24 

inches 

Cabinet above 36 inch 

high counter 

Clock, electric 

Counter: 

30 inches high, open 
below 

36 inches high, drawer 

and cabinets below . 
Intercommunication 

system master 

station 

Light above 36 inch 

high counter 

Nurses call system 

master station 

Rack, chart, capacity 

60 charts 

Major-Movable Equipment: 
Chair, office, swivel 

without arms 

File, pigeonhole for 

forms 

Medicine Preparation 

Boom i 



Sug- 
gested 
Quant. 

1 



Local Requirements 

Unit Total 
Unit No. Price Cost 



Fixed Equipment: 
Cabinet : 

Above counter 

Medicine, inner locked 
narcotic compart- 
ment 

Counter, sink, open 

below, 36 inches high. 
Light above counter . . . 
Rack, medication cards. . 
Sink, counter, spout out- 
let mounted 5 inches 
above flood rim, wrist 

control 

Major-Movable Equipment; 
Receptacle, waste, foot- 
operated closed top , . 
Refrigerator, counter 
type, 4-6 cubic feet . . 

Beauty-Barber Shop 

Fixed Equipment: 

Clockj electric 

Counter, sink, drawers 
and cabinets below, 36 

inches high 

Mirror above counter. , . 
Sink, shampoo, mixing 

valve 

Major-Movable Equipment: 
Chair: 

Office with arms, seat 
and back cushions. . 
Shampoo, with arms, 

adjustable 

Straight 

Dryer, hair, heavy duty. 

Lamp, table 

Stool, operators, ad- 
justable, 19-25 inches. 
Table: 

Manicure, drawer, at- 
tached adjustable 
light, casters, 

14 x 24 inches 

Steel, 16x20 inches.. 
Tray, shampoo: 

Bed type 

Sink type 

i Prefabricated unit may ba preferred. 
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NURSING UNITS 
Lounge ............. 

Fixed Eqaipmtnl, 
Clock, electric. 
Rack, magazine and 
book ........ 

Alajor-Movable Equipment 
Bench, piano ... 
Cart, utility ....... 

Chair, easy, seat and 
back cushions ....... 

Lamp: 
End table ........... 

Table .......... 

Piano .............. 

Radio-stereophonic com- 
bination. ..... 

Sofa, sectional . . 
Table: 

30x48 inches. ., 
End ............. 

Recreation Equipment 
Storage .......... 

Ftx-af Equipment 
Shelves ............ 

Major-Movable Equipment: 
Chair, folding ........ 

Horseshoe set, indoor 



. 

Projector: 
Movie, 1 G mm ....... 

Slide .............. 

Screen, projection. ... 
Table, folding ........ 

Telephone Alcove ........ 

Fixed Equipment: 
Shelf ............ 

Major-Movable Equipment , . 
Nursing Units 

Minor Equipment 
Instruments 

Atomizer, % ounce .... 

BJade, operating knife, 
No. 10 .......... 

Clamp, towel ........ 

Forceps : 

Hemostatic, box lock, 
5% inches ....... 

Curved ........ 

Straight ......... 

Splinter ......... 

Sponge, straight, box 
lock, 9j inches ..... 

Thumb, serrated, dress- 
ing, 6 inches ........ 

Tissue, 1 x 2 teeth, 5 
inches ............. 

Handle, knife, operating, 
No. 3 ............. 

Holder, needle, 6 inches 
Nipper, nail, concave 
edge ............. 

Scissors: 

Bandage, angular, 7 
inches ........... 

Dissecting, straight, 6% 
inches ............. 

Nail, heavy pattern . 
Operating-, curved, 

blunt, &% inches , . , 
Speculum, vaginalj bi- 
valve, medium ....... 

Medical 

Bag immobilization ____ 
Basin: 
Emesisj 8x2 inches 

deep ............. 

Solution, deep, outside 
diameter 14 inches, 
9 quarts .......... 



Sug- 
gested 
Quant. 

1 
1 



16 



Local Requirements 

Unit Total 
Unit No. Price Cost 



1 ea. 

3 ea. 

4 ea. 



3 ea. 

2 ea. 

2 ea. 

3 ea 
2 ea. 
2 ea. 

1 ca . 

1 ea. 



2 ea . 

1 ca . 

1 ea. 

1 ea. 

1 ca , 

6 ea. 

24 ea, 

2 ea. 



NURSING UNITS 

Wash, shallow, outside 
diameter 1 3 inches, 
4J/J quarts .... 
Bedpan: 

Large 

Small 

Board, arm 

Bottle, rubber, hot 

water-ice combination . 
Bowl, sponge, straight 

sides: 

1 pint, outside diam- 
eter 4J^ inches . . . 
1 quart, outside diam- 
eter C inches 

Brush: 

Hair 

Hand 

Bumper, bed 

Cane 

Cape, shampoo . . , . 
Catheter, rubber or 
plastic: 
Nasal oxygen, green: 

8Fr 

10 Fr 

12 Fr 

14 Fr 

Self-retaining 

Urethral: 

8Fr 

10 Fr 

12 Fr 

14 Fr 

16 Fr 

18 Fr 

20 Fr 

22 Fr 

Clamp, rubber tubing: 

Lever, shut off 

Screw 

Clipper, hair, manual. . . 
Clockj interval timer 

Comb, hair 

Crutches, adjustable, . 
Cushion, rubber, in- 
valid . 

Large 

Small 

Dish, soap, metal or 
plastic, 4x5 inches. . . 

Dropper, medicine 

File, nail 

Flashlight 

Funnel, metal catheter, 
top outside diameter 

3)jj inches 

Glass, medicine, 1 

ounce ' 

Gloves, rubber, assorted 

sizes i 

Holder, chart 

Irrigator, metal with 

handle, 2 quart 

Jar, metal, forceps, 

8x2 inches 

Laryngoscope, medium. 

Marker, bed 

Mask, oxygen therapy , . 
Measure, metal, gradu- 
ated, double scale 500 

ml., 16 ounce 

Needle, hypodermic, 
regular Luer: J 
IB gauge, 2 inches . . 
20 gauge, short 

bevel, 1# inches.. . 

20 gauge, 2 inches , . 

22 gauge, 1U inches. 

25 gauge, % inch . , . 

Pitcher, metal, water, 

3} quarts 

' Disposable may bo preferred. 



Sug- Local Requirements 
gcsted Unit Total 

Quant. Unit No. Price Cost 



28 ea. 

28 ea. 

2 ea. 

2 ea. 

12 ea. 



2. ea. 

6 ca. 

6 ca. 

200 ca. 

G ca. 

4 ea. 



2 ca. 

2 ca. 

2 ea. 

2 ea. 

2 ea. 

2 ea, 

2 ca. 

2 ca. 

2 ca. 

2 ca. 

2 ca. 

2 ca. 

2 ea. 

2 ea. 

2 ca. 

1 ea. 

1 ca. 

6 ea. 

12 pr. 



6 ca 

2 ca. 

GO ea. 

12 ca. 

G ea. 



4 ca. 

60 ca. 

36 pi, 

60 ca. 

2 ea. 

4 ea. 

1 ca. 
60 ea. 

2 ca. 



12 ea. 

12 ea. 

12 ca. 

12 ca. 

24 ea. 



HJHSING UNITS 

Scissois, hair 

Sheeting, rubber or 
plastic, lightweight, 36 

inches wide 

Syringe; 
Glass 
Bladder, irrigating, 

150 cc 

Catheter tip, irrigat- 
ing with bulb; 
I ounce 

4 ounces 

Luce; 

2ce 

5 cc 

Insulin, 40-fiO 

units, 1 cc 

Kaufman, 2 cc. . , , 

Tuberculin, J<| cc. . 

Rubber, irrigating, ear 

and ulcer: 
1 ounce 



Thermometer: 

Bath 

Clinical : 

Oral 

Rectal 

Tourniquet 

Tray, metal: 

12 x fl x 'I inches 

10 x 12 x jK inches. . 
Catheter with cover, 



t 

lub, foot, oval ......... 

Tube: 

Glass or plastic: 
Connection: 
Straight ......... 

Thrce-in-onc ..... 

Drinking .......... 

Irrigating . . . 
Rubber or plastic; 
Colon, assorted si/en . 
Duodenal: 
12 FT ........ 

14 Fr ........... 

10 Fr ............ 

Nasal, feeding ..... 

Stomach, bulb and 
funnel ........... 

Urinal, metal, male. . . . 

Supplies: 

Itamlagcs, Dressings, 
Gauze, Pads, 
Sponges, Sutures, 
Wrappers, Orthopedic 
and Miscellaneous 
Supplies based on 
individual require- 
ments . 

GENERAL ADMINlS- 
TKATIVE SERVICES 

Dietary 

Patients Dining Room. ... 

Fixtd Equipment; 
Fountain, drinking, 

electric, cafeteria type. 
Mq}or-Movable Equipment: 
Cart, tray, shelf type, 
open ............... 

Chair, dining ......... 

Dolly, cup, glass and 
tray racks ........... 

Stand, folding tray ... . 

Table: 

Dining, adjustable: 
Round, diameter 40 
inches ........... 

Square, 46 x 40 
inches ........... 



Sug- Local Requirements 

Rested u nit T , 

Quant. Unit No. Price Cost 

2 pr. 



50 yd. 



1 ca. 



2 ca. 

2 ea. 

24 ca. 

12 ea. 

2 ea. 

2 ca. 

2 ca. 



2 ca. 

2 ca. 

2 ca. 

36 ca. 

12 ca. 

2 ca. 

6 ea, 

6 ea. 

2 ca. 

3 ca. 



6 ca. 

2 ea. 
24 ca. 

3 ca. 

24 ca. 

2 ca. 

2 ca. 

2 ca. 

6 ca. 

2 ca, 

24 ca. 



1 
40 

3 
1 



Sug- 
gested 
Quant. 

I 
1 
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GENERAL - _ , ^ 

ADMINISTRATIVE . j cal Requirements 

SERVICES A C Cd rr - Uait T d 

_, uan '- Unit No. Price Cost 

loaster, electric, heavy 
duty, 4 slice 

Personnel Dining Room , , 

fixed Equipment 

Major-Movable Equipment; 
Chair, dining . . 
Table: 
Dining, 46 x 46 

inches. 
Utility 

Food Production 
Vegetable and Salad Prep- 
aration. Area 

Fixed Equipment.- 
Sink, two 24 x 24 x 14 

inch compartments; 

2 drainboards 

Major-Movable Equipment; 
Can, waste with cover, 

capacity 20 gallons. . . 
Dolly, can with cover, 

Hack, tool 

Table, preparation, 

undershelf, locking 

casters, 30 x 72 inches, 

Cooking and Baking Area. 

fixed Equipment 

Board, bulletin, 26 x 24 

inches 

Broiler, 1 deck . .,,". 
Cabinet, below broiler. 
Counter, 30 x 48 inches 
Extinguisher system for 
grease fires in hoods 

and ducts 

Hood and fan, ventilat- 
ing with removable 

filters 

Kettle, steam- jacketed, 
tilt type swinging 
spout, table or counter 
mounted, capacity 

20 quarts 1 

Oven, capacity two 

18 x 26 inch pans: 
Bake, single deck. 
Roast, double deck, 
one removable shelf 

Range, 1 section 

Sink, cook-bake table, 

spout outlet mounted 

5 inches above flood 

rim, wrist control . . . 

Spreader, plate. ..... 

Steamer, one compart- 
ment, 100-1 50 meals 

per hour^ 

Table, cook-bake, under- 

shelf, 30x90 inches.. 
Major-Movable Equipment: 
Bin, roll under, cook- 
bake table 

Mixer, food, bench type, 
capacity 20 quarts, 12 
quart bowl, meat 
grinder, chopper and 
other attachments, 
interchangeable 

hubs * 

Rack, cooling with cas- 
ters, 24 x 18 x 72 

inches' 

Scale, bakers 

Slicer, food, electric .... 

10-20 quart capacity kettle Is also avnllablo w & single unit or in paEra. 

Compartment has capacity for two 12 x 20 x 6 Inch pans, four 12 x 20 x t Inch 
pans, or six 12 x 20 x 2H inch standard cafeteria pnna, 
Ton quart capacity mixer may bo preferred. 

* Bocks nvallawo to hold tiers of 18 s 2fl Each boko pojia; use also lor bread 
storage. 



1 
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GENERAL 

AD MINISTR ATI VE 

SERVICES 

Table: 

Mixer, food, locking 
casters, 24 x 24 

inches. 

Utility 

Tray Setup, Serving and 
Distribution Area 



Fixed Equipment: 
Cabinet .............. 

Clock, electric. . 
Major-Movable Equipment: 
Blender, electric ........ 

Cabinet, ice cream, 
upright, capacity 10 
gallons ............. 

Can, waste with cover, 

capacity 20 gallons. . . 
Cofiee maker, vacuum 
typCj 5 element ' . . . . 

Conveyor, tray,. un- 
heated, enclosed, 
capacity 20-24 trays a . 
Dispenser; 

Dish, locking casters 3 . 
Heated : 

Bowl, 2 compart- 
ment, capacity 6 
dozen ......... 

Gup-saucer, 2 com- 
partment, capac- 
ity G dozen .... 

Plate, 1 compart- 
ment, capacity 
6 dozen 4 ...... 

Vegetable, t com- 
partment, capac- 
ity G dozen B , . . 
Unheated: 
Dessert, 1 coin- 
partmentj capac- 
ity G dozen B . , . . 
Plate, bread-salad, 
2 compartment, 
capacity 12 
dozen .......... 

Flatware ............ 

Holding units, food, 
electric, table type, 
inserts a . .......... 

Cold food, refrigerated 
sections ............ 

Hot food, warming 
sections ......... ... 

Table, lacking casters: 
Tray setup ..... . ..... 

Utility ............ 

Toaster, electric, heavy 
duty, <t slice ......... 

Refrigerated Storage Area 7 . 

Fixed Equipment .......... 

Mrior-Mooable Equipment; 
Freezer, reach-in, capac- 
ity 30 cubic feet. ... 

Refrigerator, reach-in : 
Capacity 20 cubic feet . 
Capacity 40 cubic 
feet * ............ 

Potwashing Area ........ 

Fixed Equipment: 
Shelf above atnk ........ 

Sink, three 24 x 24 x 14 
inch compartments, 1 
with dial thermometer, 
two drainboards ...... 



Sug- 
gested 
Quant. 



Local Requirements 

Unit Total 
Unit No. Price Cost 



1 



i Urn type may bo preferred. 

* Hot-cola compartment tray conveyors may bo preferred based on distribu- 
tion system. 

' Belf-Iovellng typos may l>o pro/erred. 

* Plate covers nnd bottoms arc nvallnblo depending on system used for heating 
dtshos, 

'Vegetable and dessert dishes may be used Intoreliangoivbly. 
8 UBO Tor dining room services. 

7 Dally and tflrm for dairy produce and meats (chilled and frozen) . 
' Walk-in may bo preferred, 



GENERAL Sug- 

ADMINISTRATIVE gested 

SERVICES Quant. 

Major-Movable Equipment: 
Can, waste, with cover, 

capacity 20 gallons ... 1 

Dolly, can, with cover . . 1 

Rack, pot, adjustable 
shelves, locking 
casters; 

24 x 30 x 60 inches ... I 

36 x 30 x 60 inches ... 1 

Handwashing Area 1 

Fixed Equipment: 
Lavatory, spout outlet 
mounted 5 inches 
above flood rim, foot 

or knee control 1 

Light above lavatory ... 1 

Mirror above lavatory , . I 

Shelf above lavatory. ... 1 

Major-Movable Equipment: 
Receptacle, waste, paper 
towel 1 

Janitor's Alcove 1 

Fixed Equipment: 
Basinj mop service with 

floor drain 1 

Holder, mop handle . 1 

Shelf, supply 1 

Major-Movable Equipment: 
Truck, mopping, 2 
buckets with wringer. . 1 

Toilet 1 

Fixed Equipment: 

Water closet 1 

Major-Movable Equipment: 
Receptacle, waste, foot- 
operated closed top ... 1 

Dishwashing Room 1 

Fixed Equipment: 
Disposer, waste, insti- 
tutional size, soiled 

dish table 1 

Hood and fan, 

ventilating I 

Machine, dishwashing, 

automatic, floor model, 

20 x 20 inch racks 

with booster heater, 

detergent dispenser, 

rack return conveyor, 

rinse injector and 

splash guards, door 

type, single tank, 

capacity 35-50 racks 

per hour 1 

Sink, soak, 2 compart- 
ments 1 

Table, dish: 

Clean, rolled rim edge, 
shelf above, 4-5 
racks I 

Soiled, sink type 1 

Major-Movable Equipment: 
Can, waste, with cover, 

capacity 20 gallons ... 1 

Carrier, dishwashing 

rack, 20 x 20 inches, 

1 every 4 to 1 racks . . 1 

Doily: 

Can with cover 1 

Cup, glass and tray 

racks 3 

Rack;, dishwashing 
machine : 

Bowl, 20x20 inches, 
open . 2 

Creamer, 6x 10 Inches, 
24 compartments 2 

Gup, 20 x 20 inches, 
20 compartments ... 6 



Local Requirements 

Unit Total 
Unit No. Price Cost 
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GENERAL Sug- 

ADMINISTRATIVE gested 

SERVICES Quant. 

Flatware, 12% x 6 
inches, 8 compart- 
ments 

Glass, 20 x 20 inches, 
36 compartments. , . 

Plate, 20 x 20 inches, 
9 compartments .... 

Tray, 20 x 20 inches, 

(I compartments 
Truck, adjustable 

shelves, dish rack 

storage 

Office 

Fixed Equipment: 

Panel, glass 

Major-Movable Equipment: 

Bookcase ' 

Cabinet, metal, filing. . , 
Card size, 2 drawer, 

5x8 inches 

Lcttcmzc, 5 drawer. . . 

Chair 

Office, swivel with 

arms 

Straight 

Desk, office, single 

pedestal 

Lamp, tlcsk 

Dry Storage 

Fixed Equipment: 

Cabinet 

Ventilator at ceiling 

Major-Movable Equipment: 
Can, trash, with cover, 

capacity 1 gallons . . . 
Dolly, can, with cover . 
Ladder, 2 step, with 

rails 

Shelves, metal, adjust- 
able, locking casters . . 

Truck, shelf type 

Djctiiry 

Minor Equipment; 
Beater, rotary manual, 

commercial type 

Board, cutting, hard- 
wood, 10 x iG x y\ 

inches 

Chopper, manual: 

Food 

Meat 

Colander, metal, 1C 

inches 

Gorcr, peeler 

Cup: 

Custard 

Measure, metal: 

G ounces 

16 ounces 

32 ounces 

Cutter, metal: 

Biscuit 

Doughnut 

Salad, rotary type, 
manual, slicing, 
shredding or grating 
cone cutters 

Dispenser : 

Flatware, counter type. 

Napkin 

Extractor, juice, manual 2 
Fork, cook: 

12 inches 

14 inches 

Funnel, metal, capacity 

%-\ quart..,.. 

Holder, tray card 

Knife: 
Boning, blade 6 inches, 



Local Requirements 

Unit Total 
Unit No. Price Cost 



3 

1 

1 
1 

1 ca. 



ea. 
ca, 



ca. 
ea. 



10 dz. 



ea. 
ea. 
ea. 

ca, 
ea. 



1 ea. 



ca. 
ca. 
ea. 

ea. 
ea. 

ca. 
dz. 



1 ea. 



i irixod Qfiulpmont may bo substituted. 
* Dolotfl if processed ] U 1coa nro purchased. 



GENERAL Sug- Local 
ADMINISTRATIVE gested 


Requirements 
Unit Total 


SERVICES Quant. Unit 1 


*o. Price Cost 


Bread, serrated, blade 




10 inches 1 ea. 




Butcher, blade 12 




inches .......... 1 ea. 




Chopping or mincing, 
double olades 1 ea. 




French, blade 10 




inches 1 ea. 




Grapefruit 2 ea. 




Paring. 6 ea. 




Sabatier, heavy, blade 




14 inches 1 ea. 




Slicing: 




Blade 12 inches. ... 1 ea. 




Blade 14 inches 1 ea. 




Ladle, stainless steel: 




2 ounces 2 ea. 




4 ounces 3 ea. 




6 ounces 2 ea. 




8 ounces . . . , 2 ea 




16 ounces 2 ea 




Machine, patty, manual . 1 ea 
Masher, heavy duty . . 1 ea. 




Mold, small, diameter 3 




inches 10 dz 




Opener: 




Bottle 2 ca. 




Can 




Manual 3 ea. 




Table, model, heavy 




duty, adjustable. . 2 ea. 




Pin, rolling, hardwood, 




heavy duty, revolving 




handle 1 ea. 




Pitcher, metal, capacity 




3 quarts. . 6 ea. 




Scoop, metal with handle : 




Grocers, 5x12 inches. 1 ea. 




Spring type: ' 




No. 6, capacity % 




cup 1 ea - 




No. 8, capacity % 




cup 1 ea - 
No. 10, capacity % 




cup 1 ea< 




No. 12, capacity }i 




cup ! ea - 




No. 16, capacity # 




cup 1 ea - 




Scraper, bowl, flexible, 
nonmetallic blade, 




width 7 inches 6 ea. 




Shaker: 3 




^pper 3 ea. 




Salt 3 ea 




Shears, kitchen, steel, 8 




inches ' ea- 




Sieve, flour, diameter 16 




inches l ea ' 




Sifter, flour, diameter 6 




inches 1 ea ' 




Skimmer, handle 15 




inches long, blade 




diameter 4J^ inches... ^ ea. 




Slicer, egg - \ ea ' 
Spatula, baker, 10 inches , 3 ea. 




Spoon: 
Measuring, graduated, 




y t teaspoon-l table- 




spoon sets ^ set 
Serving, stainless steel: 
Perforated orslotted, 




13# inches * ca - 




Solid, 11-13 inches... 2 ea. 




Wood, mixing, 15inches. * 




Steel, butcher l * 




Strainer 




Sink, 9}ix 8 inches... * 




Wire ,, M 




3W inches diameter. . ra - 
8 inches diameter... * ea - 




i II dessert, Includo No, 20, M and 30 (lea). 
* DlsposahSe containers may he preferred. 
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GENERAL 

ADMINISTRATIVE 
SERVICES 

Thermometer, food, 

stainless steel 
Tonga, serving, 9-12 

inches 

Turner, pancake 

Whip, wire 

Tableware , patient 

and staff: 

Carafe, water, indi- 
vidual. 

Cover, metal, plate . . 
Dinnerware: 
Bowl, cereal, 10 

ounces 

Gup, tea, 6 ounces. 
Plate: 

Bread and butter, 
diameter 6 
inches. . . 
Dinner, diameter 

9 inches 

Salad, diameter 7 

inches 

Saucer: 

Fruit, 4 ounces 
Tea, diameter 5 

inches 
Flatware: 
Fork, dinner. . . 
Knife, dinner.. . . 
Spoon: 

Soup 

Teaspoon 

Glassware: 
Creamer, %~\ 

ounce ! . 
Fruit juice, 4-5 
ounces. , . 

Sherbet 

Tumbler, 10 ounces 
Pot, coffee, metal, 

individual 

Tray, serving, 15 x 20 

inches 2 . . 
Utensils, cooking and 

baking: 
Boiler, double with 

cover: 
2 quart. 
7 quart. . 

1 1 quart 

Bowl: 

Chopping, wood, 
diameter 15 

inches 

Mixingj metal: 

1 % quart . 
3 quart . . 

5 quart . . . , 

1 1 quart . 

30 quart 

Pan: 
Bake; 

2 x 12 x 18 inches. 
4x 18x20 inches. 

Bun, standard size, 

1 x 18 x 26 inches. 
Cake: 

2x9x9 inches. . 

Tubed, diameter 9 

inches 

Dish: 

16 quart 

20 quart . 
Fry: 

12 inches 
diameter, , . 

14 inches 
diameter 



Sug- Local Requirements 
ECS ted Unit Total 

Q,uant. Unit No. Price Cost 



I. ea. 

2 ea. 

2 ea. 

1 ea. 



5 dz. 
50 ea. 



9 d-i. 
13 dz. 



13 dz. 

9 dz 

11 dz, 

13 dz. 

9 dz. 

13 dz. 

7 dz. 

7 dz, 

15 dz. 

7 dz. 

9 dz. 

9 dz. 

18 dz. 

50 ea. 

7 dz. 



2 ea. 
1 ea. 
1 ca. 



J. ea. 

2 ea. 

3 ea. 
2 ea. 
1 ea, 
1 ea. 



4 ca. 

3 ea. 

4 ea. 
16 ea. 
16 ea. 

1 ea. 

1 ea. 

2 ea. 
2 ea. 



'Disposable containers may be preferred. 

a !4x 18 and 16x22 inch traya also available. Decrease quantity 
according to service used. 



GENERAL 

ADMINISTRATIVE 
SERVICES 

Loaf, 9% x 5} x 2% 

inches 

Muffin, 12 cups 

Pie, diameter 9x1 

or \% inches 

Roast, 19 x 26 or 

10 x 24 inches. . . . 
Sauce, with cover: 

2 quart 

6 quart 

8 quart 

Pot, stock, with 
cover, faucet and 
strainer, 16 quart. . 
Supplies: 

Paper Napkins, Towels, 
Straws and other dis- 
posable items based on 
local requirements. 

Maintenance 
Receiving 

Fixed Equipment 

Major-Movable Equipment . . 

Oxygen Storage Alcove. . . 

Fixed Equipment: 

Holder, cylinder 

Major-Movable Equipment: 

Carrier, cylinder 

Soiled Linen Room 

Fixed Equipment 

Major-Movable Equipment , . 
Truck, soiled linen 

Waste Room 

Fixed Equipment . . 
Major-Movable Equipment: 
Can, waste, with cover: 

1 gallons 

20 gallons 

Dolly, can with cover. . . 

Rack, waste can, locking 

casters 

Trash Room 

Fixed Equipment 

Major-Movable Equipment: 
Can, trash, with cover: 

10 gallons 

20 gallons 

Dolly, can with cover . . . 

Rack, trash can, locking 

casters , 

Ground Maintenance 
Equipment 

Storage 

Ftxed Equipment 

Major-Movable Equipment: 

Mower, lawn, power. . . . 

Wheelbarrow 



Sug- Local Requirements 
geated Unit Total 

Quant. Unit No. Price Cost 

6 ea. 

10 ea. 

18 ea. 

2 ea. 

2 ea. 

2 ea. 

1 ea. 



1 ea. 



General Storage 

Fixed Equipment: 
Desk, drawer below, 
1 5 x 42 x 42 inches . . 

Light above desk 

Major-Movable Equipment: 
Cabinet, metal : 
Filing, card size, 2 

drawerj 5x8 inches . 
Locked, adjustable 

shelves 

Shelves, metal, adjust- 
able, 18 inches deep, 

42 inches wide 

Stool, operators, adjust- 
able, 19-25 inches 



2 
2 

25 
1 



GENERAL 
ADMINISTRATIVE 

SERVICES 

Mechanical Equipment 

Room 

Fixed Equipment: 
Board : 

Bulletin, 26 x 24 
inches 

Peg, 48 x 96 inches . . . 
Cabinet, key control, 

master 

Clock, master. . 
Locker, clothes . . 
Sink, service, grease 

trap. . 

Major-Movable Equipment: 
Bench, work, slide 

drawer, cabinet below, 

36 inches high .... 
Cabinet, metal, filing, 

letter-size, 2 drawer. . 
Chair: 

Posture 

Straight 

Desk, office, single 

Pedestal 

Dolly 

Ladder: 

Extension, 12 feet .. 

Step, 6 feet . , 

Maintenance 
Minor Equipment- 
Bit, auger, caipcntcrs 
brace, \i incn-1 inch, 

set of 13 

Blade, hand, hack-saw, 

12 inches. 

Brush: 
Paint, bristle, flat: 

1 inch 

2 inch.. . 

3 inch . 

4 inch 

Wire, cleaning .... 

Bucket, galvanized iron, 

14 quart 

Can, oil-waste, auto- 
matic cover, 10 gallon 
Chisel, wood, flat: 

Y* inch . 

% inch 

% inch 

% inch 

1 inch .... 

1# inch 

Clamp, C, heavy duty: 
4 inches, capacity 4J4 

inches 

8 inches, capacity 8^ 

inches 

Cup, suction, plumbers' . 
Cutter with flarer, 

copper tube 

Drill: 

Jacobs chuck, electric, 
low-speed, 115 volts, 
alternating current, 

YI inch 

Twist, straight shank, 
carbon steel, set of 
29, Yia inch to % x % 

inch 

Extractor, screw, set of 

6, No. 1 to 6 

File: 
Bastard, flat, 12 inches 

Mill, 10 inches 

Flashlight, prefocused, 
black, fiber barrel, 2 

cell 

Frame, solid, hack-saw, 
pistol grip for blades 
12 inches 



Sug- 
gested 
Quant. 

1 



Local Requirements 

Unit Total 
Unit No. Price Cost 



1 set 
6 ea. 



2 ea. 

2 ea. 

2 ea. 

2 ea. 

1 ea. 

1 ea. 

1 ea. 

1 ca. 

1 ea. 

I ea. 

1 ea. 

1 ea. 

1 ea. 



2 ea. 
1 ea. 

1 set 



I ea. 

1 set 

1 set 

I ea. 

1 ea. 

2 ea. 
1 ca. 



GENERAL 
ADMINISTRATIVE 
SERVICES 

Funnel, capacity y 2 

gallon , 

Hammer, carpenters, 

claw, 16 ounces 

Handle, file, hardwood, 

10-14 inch 

Hose, garden with 
nozzle, heavy duty, 

% inch 

Knife, putty 

Lamp, electric, hand, 

emergency 

Level, carpenters 1 8 

inches 

Oiler, angle spout, 
trigger pump, pistol 

grip 

Plane, block, adjustable, 

8 inches 

Pliers 
Lap-joint: 
Diagonal-cutter, 6 

inches. 

Linesmens, side- 
cutter, 6 inches . . 
Long nose, sharp, 

6 inches 

Rib-joint, 10 inches. . 
Slip-joint, combina- 
tion, 8 inches. 
Puller, fuse, 1-200 

amperes, 250 volts. . . 
Punch, center, drill-set, 
4 inches. ... 

Rake, hand 

Rasp, wood 
Flat. 

12 inches 

14 inches 

Half-round: 

12 inches 

14 inches 

Rule, folding, 6 feet .... 
Carpentci's, wood . . . 

Steel 

Saw: 

Carpenter's, hand, 
straight back, 20 
inches: 

Crosscut, 10 point. . . 
Rip,, 8 point .... 

Keyhole 

Scraper, paint, 3 inches. , 
Screwdriver : 
Electrician's: 
5io * 4 inches. , 
Yi x 6 inches- . . . 
Yt. x 12 inches. . . . 

Phillips 

Plastic handle, 8 

inches - . 

Set, nail, J / M x 4 inches. 
Shears : 

Hedge 

Pruning 

Snake, wire, plumber's, 

}i inch x 25 feet 

Snips, tinners, duck bill, 

bite 3 inches 

Spade 

Square, carpenter's: 
Standard, 24x2 x 18 

inches 

Try, 12 inches 

Stone, carborundum, 

8x2x1 inch 

Tape, measuring, steel, 

50 feet 

Wrench : 
Adjustable, end- 
opening, capacity: 
ia inch 
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Sug- Local Requirements 
gested Unit TotaJ 

Quant. Unit No. Price Cost 

I ca. 

1 ea. 

12 ea. 

200 ft. 

2 ca. 

4 ea, 
1 ea. 

1 ea. 
1 ca. 

1 ea. 
1 ea. 

1 ea. 

1 ea. 



1 ea. 
1 ea. 



1 ca. 

1 ea. 

1 ea 

1 ea. 

I ea. 

1 ea. 

1 ea. 



1 ea. 

1 ea. 

1 ea. 

2 ea. 



1 ca. 

1 ca. 

1 ea. 

1 ea. 

1 ca. 

1 ea. 

1 ea 

1 ea. 

1 ea 

1 ea. 

1 ca. 



1 ea. 

i ea. 

1 ea. 

1 ea. 

1 ea. 



GENERAL 

ADMINISTRATIVE 
SERVICES 

% inch ..... 

lj inch ---- 

iy ia inch. .. 
Pipe, adjustable jaw 

% inch . . 

2 inches. . . . 
Set, socket) mechanics, 

set of 35 pieces for 

bolt, nut and cap 

screws. ... 
Supplies' 

Lamp Bulbs, Nails, 
Paint, Washers and 
Miscellaneous Supplies 
based on individual 
requirements. 

Housekeeping 

Janitors Closetand Storage 
Fixed Equipment; 
Basin, mop_ service with 

floor drain. ..... 

Holder, mop handle. 
Shelf, supply ........ 

Major-Movable Equipment- 
Cart, housekeeping 

cleaning supplies. . . 
Deodorizer, electric. . . 
Machine, floor mainte- 

nancej 16-20 inches. .. 
Receptacle, waste, with 

cover .......... 

Truck, mopping, 2 

buckets with wringer 
Vacuum cleaner with 

attachments, wet-dry, 
capacity 5 gallons. . . 

Male Employes Locker, 
Toilet ana Shower Room 



Room ........ 

J*ixed Equipment: 

Board, bulletin, 26 i 24 
inches ........... 

Clock, electric ....... 

Lavatory ..... , ...... 

Light above lavatory. . . 

Locker, clothes ....... 

Mirror above lavatory. . 

Shelf above lavatory. . . 
Major-Movable Equipment: 

Chair, straight ........ 

Receptacle, waste, paper 
towel ............. 



fixed Equipment: 

Water closet ......... 

Major-Movable Equipment: , 
Sfaower. . .............. 

fixed Equipment: 

Bar, towel ........... 

Hook, clothes, door, 
shower side ......... 

Receptacle, soap ..... 

Shower and dressing 
compartment with 
curtain rod .......... 

Major-Movable Equipment'. '. 

female Employes' Locker, 
Toilet, and Shower Room 
Locker Room ............. 

Fixed Equip ment ; 

Board, bulletin. 26 x 24 
inches ____ , , 

Cfock, electric. '.".'.','" 

Lavatory. ...... 

pght above lavatory.','. 

Loiter, clothes ____ .... 

Mirror; 

Above lavatory ...... 



Sug- 
gested 
Quant. 


L 
Un 


1 


ea. 


1 


ea. 


I 


ca. 


1 


ea. 


1 


ea. 



Local Requirements 

Unit Total 
No. Price Cost 



1 set 



1 
1 
1 

1 
10 



GENERAL 
ADMINISTRATIVE 
SERVICES 

Full length 

Shelf above lavatory. 
Major-Movable Equipment: 

Chair, straight 

Toilet 

Fixed Equipment: 

Water closet 

Major-Movable Equipment: 
Receptacle, waste, foot- 
operated closed top . . . 

Shower, 

Fixed Equipment; 

Bar, towel 

Hook, clothes, door, 

shower side 

Receptacle, soap 

Shower and dressing 
compartment with 

curtain rod 

Major-Movable Equipment , , 

Toilet 

Fixed Equipment: 

Lavatory 

Light above lavatory . . , 
Mirror above lavatory . . 
Shelf above lavatory. . . 

Water closet 

Major-Movable Equipment; 
Receptacle, waste, paper 
towel 

Laundry 

Fixed Equipment: 
Board, ironing, recessed . 
Cabinet, lower shelf 40 
inches above floor .... 

Dryer, commercial 

Tub, laundry, two com- 
partment 

Washer, commercial! 

capacity 25 pounds. . . 
Major-Movable Equipment: 
Ladder, 2 step with rails . 
Table, work, locking 
caster, 30 x 60 inches . 

Housekeeping 

Minor Equipment: 

Basket, waste 

Broom : 

Corn 

Fiber or plastic 

Brush: 

Bedpan 

Floor 

Toilet 

Bucket, galvanized iron, 

capacity 12 quarts. . , , 

Mat, bath, rubber .... 

Mop with handle: 
Dry, sweep, 18 inches. 
Wet, 24 ounces.... . . . 

Pump, spray, germicide. 
Refill, mop, dry, sweep, 

18 inches 

Scissors, heavy pattern, 

8 inches. 

Sponge, cellulose 

Squeegee, window. ..... 

Supplies: 

Cleaning Compounds, 
Polishes, Soaps, Paper 
Bags, Toilet Tissue 
and Miscellaneous 
Supplies based on 
individual require- 
ments. 



Sug- Local Requirements 
gested Unit Total 

Quant. Unit No. Price Cost 

1 
1 



1 
1 

1 

1 

1 
1 
1 

I 

72 ea. 

6 ea. 
6 ea. 

6 ca. 
6 ea, 
6 ea. 

4 ea. 
6 ea. 

6 ea. 
6 ea. 
2 ea. 

6 ea. 

2 ea. 

3 ea. 
3 ea, 
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GENERAL 
ADMINISTRATIVE 
SERVICES 

Linen 

Minor Equipment: 
Apron : 
Cotton twill with bib, 

Duck 

Bag: 
Hamper, linen '. . . . 

Laundry, mesh 

Blanket: 
Bed; 
Cellular cotton or 

wool 

Cotton . . 

Cover, plastic: 
Mattress, contour . . . 
Pillow: 

Small 

Standard 

Curtain: 

Cubicle 

Shower . ,\ 

Mat, bath,\ cotton 1 . . . 

i DtsposnWo miiy bo protorrod. 



Sug- Local Requirements 
gestcd Unit Total 

Quant. Unit No. Price Cost 



1 doz. 

% doz. 

1 doz. 

1 doz. 



72 
120 

72 



ca. 
ca. 



9 doz. 

10 doz. 

4 doz. 

1 doz. 

1 doz. 



GENERAL 
ADMINISTRATIVE 
SERVICES 

Pad, mattress, bed, 

hospital 

Pants, incontinent, 

plastic, flannel lined. 
Pillow: 

Small 

Standard 

Pillowcase: 

Small 

Standard 

Sheet: 

Bed, 72 x 108 inches. 

Draw, 54 x 72 inches . . 
Spread, bed, adult, 

72 x 108 inches 

Towel; 

Bath, terry, 20 x 40 
inches 

Huck, hand and face, 

17x32 inches 

Washcloth, terry, 

12 x 12 inches 



Sug- Local Requirements 
gested Unit Total 

Quant. Unit No. Price Coat 

10 doz. 

1 doz. 

2 dot. 
10 doz. 

4 doz. 

20 doz. 

30 doz. 

24 doz. 

120 ea. 



36 doz. 

36 doz. 
40 doz. 



U.I. OOVIHNMIHT MIHTiHO OFFIM I l7 0-Mf*U 



HOSPITAL AND MEDICAL FACILITIES SERIES 

The annotated bibliography, "publications of the Division of Hospital and Medical 
Facilities," Public Health Service Publication No. 930-G-3 (icvised 1966), will be 
provided upon request. For a free single copy, write to: 

Division of Hospital and Medical Facilities 

Public Health .Service 

U.S. Department of Health, Education, and Welfare 

7!) If) Eastern Avenue 

Silver Spring Mel. 20910 
Publications must bo ordered by their complete title and publication number. 



